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PREFACE. 

Th« iuBtruetiou tbat I have from time to time given to 
practitioners of mediuine, on the theorj' and practice of Elec- 
tro-Therapeutics, IB here very incompletely embodied. The 
lectures .were published in consecutive numbers of the Vir- 
ginia Medical Monthly at the request of its Editor, and al- 
though necessarily much restricted in scope and practical 
detail, will, I trust, open to the reader a Mr view of the field 
of Electro-Medicine and Surgery, as seen from the standpoint 
of the writer. It may be suggested, that in cousidei-ation of 
the more exhaustive work that has been for some yeai's be- 
fore the profession, this brochure was uncalled for. If any 
apology is due, it is oftered iu consideration of the fact, that 
in addition to its general survey of Electro-Therapeutics it 
gives some points that are not discussed in tie present edi- 
tion of our larger work; aud again that while a numbei- ot 
books on this subject, equally concise, have been issued, in 
none of them are our methods of general faradization and 
central galvanization given any adequate consideration, and 
by some are not even mentioned. These methods, although 
sufficiently familiar by name to the profession, are yet but 
illy understood and appreciated, and until there prevails a 
wider experience in their modus optranii, and a better knowl- 
edge of their mtionale and effects, it will be impossible to 
completely discard tbe error lliat electrization is merely an 
irritant and stimulant, and rise to a full conception of its 
tonic and soothing powera, 

A. 1). UOCKWELL. 

46 Eait aiw Street, New Y,>rk. 
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ELECTRO PHYSICS. 

The subject of electricity in its relation to (lisease, upon 
whieli I am to speak to you, is suflioiently extensive to oc- 
cupy far more time than is allowed us. I shall therefore 
content myself with dealing briefly -with those points that 
are more especially practical, hoping that what I shall say 
and demonstrate may awaken an interest in an important, 
though neglected, field. 

In one sense, there is no department of medicine in which 
there is greater activity than in electro-therapy. If we may 
believe the aphorism, however, of one of the truest philoso- 
pheiB of the century, "there is nothing more terrible than 
activity without insight ;" mid it is tliia very activity that pre- 
vails, guided by no intelligent insight into the laws whicli 
govern and the pi'inciplea whieh underlie electro-therapeutics, 
that has been its rock of offence and stone of stumbling. 

Electricity, although the legitimate property of the educated 
physician alone, draws to it, more than any other therapeu- 
tic meana,thefoily, ignoraneeaudcupidity of tholand; and in 
every effort to wrest it from the hands of the charlatan, we 
are simply repeating the history of almost every special de- 
partment of medicine. Much has indeed already been ac- 
complished, and in all probability its future status is secured ; 
for it rests on foundations too broad to be easily overthrown. 
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But it has grown and is still growing in spite of the opposi- 
tion of many, who would relegate its use to ignorant attend- 
ants, or to the patients themselves, or who, with limited 
knowledge of the subject, and less experience in its use, as- 
sert that their efforts and results compass all that there is 
to electro-therapeutics. 

The three main divisions of the subject are — 1st, Electro- 
physics; 2d, Electro-physiology; and 3d, Electro-therapeu- 
tics — the latter being the science that treats of the study of 
electricity in its relations to disease. Electro-therapeutics, 
therefore, includes both electro-medicine and electro-surgerj'. 
Before proceeding to consider the subject of electro-physics, 
in so far as it is necessarv to a clear understandins: of electro- 
therapeutics, it may, perhaps, be not amiss to glance briefly 
at the history of electro-therapeutics. Like so many other 
departments of medicine, its beginnings are shrouded in ob- 
scurity. Its real history, however, may be divided into three 
eras : Era of Franklinic Electricity ; era of Galvanization ; 
and era of Faradization. 

In the Franklinic era^ only franklinic electricity was used — 
galvanic and faradic electricity not yet having been discov- 
ered. The methods employed were by the electric bath, and 
electrization by sparks and shocks from the Leyden jar. 
There were many reports of cures by eminent members of 
the profession ; but in a memoir presented by Maduyt in 
1773, we find a most concise summing up of w^hat experience 
has since taught us to be a most accurate estimate of the 
therapeutic action of electricity. He reports it to be a "rem- 
edy of vast and varied powers — ^possessing a most powerful 
influence over nutrition, equalizing the circulation, mate- 
rially affecting the pulse, the perspiration and the secretions, 
and surprisingly efficacious in the treatment, not only of pa- 
ralysis, but also of many other conditions, such as constipa- 
tion and oedema." 

The era of Galvanization begins with the discovery of ani- 
mal electricity by Galvani in 1786 ; but it was not until Volta 
invented the voltaic pile in 1800 that the medical use of the 
galvanic current w^as attended w^ith any degree of satisfaction. 
Imperfect as it was, it was vastly superior to the metallic 
plat<3S which had been employed since Galvani's discovery. 
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Tlie diseovery of Inductive EhctTicity, however, by Fara- 
day, ID 1831, changed the whole course of electro-therapeu- 
tics, siuce the electric machiiies, immediately constructed, 
M'ere more couvenient and reliable thaa the old voltaic piles. 

From tliia time electricity began to be more extensively 
used — I should, perhaje, say abused — and by the laity more 
than by the profession. It ie only within the last ten or twelve 
years (if we except the efforts of Remak and Ducbenne) that 
any approach to systematic investigatiou has been attempted, 
and an agent powerful for good, hut capable of vast injury, 
given a place in the armamentarium of the profession. Up to 
the time when inductive electricity was discovered, and for 
some time thereafEer, it was used without any recognized 
metho<l, and, as a rule, without any very clear ideas of the in- 
dications for its use. Gradually, however, as experiences be- 
gan to he systematized and compared, distinct methods of elec- 
trizatiou were introduced, embracing all applications of both 
faradic and galvanic electricity. 

These methods are: Localized faradization, localized gal- 
vanization, general faradization and central galvanization — 
all of which I propose to speak of more in detail further on. 

It is hardly necessary tor me to assert that no one can be 
jiroficient in any department of science, without at the same 
time having a fair understanding of its foundation principles. 
Jfow, in tliis presentation of the subject, it will be impossible 
for me to explain all even of the leading principles of electro- 
physics, much less to refer to all their practical bearings on 
electro-physiology and electro-therapeutics. These can, in 
detail, be gleaned from various treatises upon tlie subject, and 
at your leisure. I shall attempt simply to present certain of 
the most prominent and important features of the subject, 
sufficient for a ready understanding of what is to follow; and 
although some of you may be more or less proticient in this 
part, of our topic, you will bear with me if I, for the time, re- 
gard my hearers as tyros and speak accordingly. 

Electricity is a generic term, under which is included three 
general forms — viz., magnetism; statical or frictional, or 
franklinic electricity; and current or voltaic, or dynamical 
electricity. "With magnetism, we have very little concern. 
Artificial and natural magnets were at one time eujiposed to. 
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exert curative iuflueiices in the relief of pain, &c,, and there 
have been various reports in its favor ; but it in quite evident 
tbat whatever benefit followed its use, was due quite aa much 
to the influences of the imagination as to anything else. 
Statical or frictional electricity, as generated by the old- 
fashioned cylinder machine, you are all probably familiar with. 
It has been more used in hospitals than in private practice ; 
and although it is of unquestioned utility, yet it is generally 
admitte<l, that whatever can be done with it, can be acconi- 
pliebed by dynamic electricity, while the latter has, also, a lar 
wider range of usefuhiess. Static electricity, therefore, we 
shall not consider further. 

The third form of electricity, viz., current or dynamic 
electricity, will mainly engage our attention, since it occu- 
pies the chief place in electro-medicine and surgery. Under 
this head we have — 1st. That form called galvaui«m or vol- 
taic electricity — the result of chemical action; and 2d. In- 
duced electricity, electro-magnetism or magneto-electricity — 
the result of current ormagnetie induction. You are to un- 
derstand that these varieties, just indicated, are called dynam- 
ical or current electricitj- — signifying electricity in motion, 
to distinguish it from static electricity — signifying the elec- 
trical condition of bodies, in which electricity remains insu- 
lated or stationary. And yet, under certain circumstances, 
dynamic electricity becomes, as it were, statical ; for if tlie 
poles of a series of galvanic batteries are insulated, they 
manifest, before the current begins, the electric tension of a 
frictional machine. 

Much confusion has arisen, and still exists, in regard to 
the difti?rcnt manifestations of current, because of the loose 
nomenclature that prevails. There is an indiscriminate use 
of the terms induced, constant, galvanic, direct, secondary, 
etc., serving only to mystify and mislead. The subject be- 
comes very nmch simplified if we bear in mind that the third 
or dynamical kind of electricity, with which we have princi- 
pally to deal, manifests itself, as I have before stated, in two 
forms of currents — viz., the galvanic, S07eal!ed after Galvaui, 
the discoverer of chemical action ; and, second, the faradic, 
after Faraday, the discoverer of the principle of induction. 
Recollect, also, that the synonyms of the term galvanic are 



ELECTRO-PHYSICS. 5 

as follows — viz., constant, primary, voltaic and direct; the 
sjnouyniB of the faradic being the induced, secondary, inter- 
rupted, electro-magnetic and magneto-electric — tlie latter 
Bynoiiym being used when the current is induced through Ut 
permanent magnet, instead of through chemical action. It 
is, I suppose, vain to hope that the two simple terme galvanic 
and iaradic will bo adopted in all references to the subject, 
and if, tlierefore, the ayuonyma above enumerated are re- 
membered, much annoyance will be obviated. 

I have emphasized this subject of nomenclature, but I 
think not unnecessarily ; for I constantly find the gi'eatest 
amount of misconception existing among those who have 
batteries, and who are supposed even to be somewhat in- 
formed. 

The history and nomenclature having been thus briefly 
disposed of, it remains for me to make as clear as possible 
the chemical action of the simple galvanic cell, in which is 
generated the galvanic current, and then to explain to you 
the principle ot'induction, through which we have the faradic 
current. 

As you are well aware, in the formation of a single gal- 
vanic circle there are usually two metiils and a liiiuid. The 
strength of the current generated depends mainly upon the 
strengtli of the solution, and the combination of elements 
immersed in it. It is well, therefore, that you should under- 
stand that the various elements that are used in batteries, 
have a natural electro-chemical arrangement — as, for exam- 
ple, zinc, copper, silver, platinum, gold, carbon. Each sub- 
stance in this abbreviated series is positive to any substance 
below it, and negative to any one above it. Thus, copper, 
when associated in a galvanic pair in the proper fluid, with 
any one of the elements that follow it, generates positive elec- 
tricity; hut when associated with the element preceding it, 
generates negative electricity. 

The more electro-negative any one of the elements in this 
series is to a given element, the more intense will be the cur- 
rent generated, when they are united in a galvanic pair. In 
other words, the further removed any two elements are from 
each other in this series, the greater is the tension of current 
when they are combined in a single cell. I have before you 
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one of the Bimplest, but at the same time one of the most e 
ficient, cells for practical purposes. It is called Smee's cell, 
and is composed of two plates of zinc and one of corrugated 
platinum. AVlien immersed in a solution of sulphuric acid, 
what takes place? In eoramou language, simply this — an 
electrical disturbance is observed over all the surface of the 
zinc covered by the fluid. Positive electricity is generated 
at the zinc element and flows through the liquid to the plati- 
num.* 

The electricity is generated wholly by the chemical action 
of the acid upon the zinc, and other things being equal, the 
quantity of electricity set in motion will be proportional to 
the extent of zinc sui'fiice exposed to the acid. 

Right here, there is one importent practical point which I 
will mention, for a knowledge of it will enable you to tell in 
any galvanic battery which is the positive and which the neg- 
ative pole. The zinc is said to generate positive electricity ; 
and yet it is always the negative pole, from the fact that, in 
the liquid, the positive electricity of the zinc flows towards 
the platinum, Biul the negative electricity of the platinum to- 
wards the zinc, and thence through the circuit outside the 
cells. Because for the sake of convenience, we speak of 
electricity as a current flowing in certain directions, it is not 
to be supposed that it is a real fluid. 

This old Franklinic hypothesis has long since been aban- 
doned. We may suppose that as light consists of undulations 
of ether, so we may believe that electricity consists of move- 
ments of a different kind — is, in short, simply a mode of mo- 
tion. 

At this point, there are two terms — quantity and tension — 
that should he explained. I shall refer to them in the sim- 
plest language, for a thorough scientific explanation would 
necessitate a consideration of Ohm's law, which, although of 
great importance, cannot be elucidated here. Tension — a re 
auU of eleetro-raotive force — is that quality of electricity by 
which it overcomes resistance. The tension of a battery de- 
pends upon the number Of itajcells ; while quantity, f signify- 

*The chemical changes that take place in the battery will be considered when 
we come to speak of that part of electro- surgery termed electrolysis. 

+The term quantity is retained for convenience. By it more than by the tenu 
tension is understood the slrengih or working power of the current. 
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ing that amount of electricity which paaees through a circuit 
in a given time, depends upon the size of the elements in the 
eells. The action of the liquid upon the suriaeee of the 
zincs, causes the same electrical dieturbances in each cell. 
The liquid becomes positive, while the zinc above the liquid 
becomes negative. The positive electricity of the liquid is 
conducted through the platinum plate (Smee's cell) to the 
negative zinc of the next cup, where it becomes exactly neu- 
tralized. We obtain, therefore, no more quantity from 100 
cells than from a single cell, but a greatly increased tension. 
The relative meaning of these terms quantity and tension 
may be beet understood by an illustration, A gallon of wa- 
ter heated to 100° has a much greater quautity of heat than 
a pint heated to 200°; but the heat of the latter is much 
more intense. 

Taradic electricitj', the second division of current electri- 
city, is the current of induction. 

The current from a simple galvanic circle, passing through 
a coil of wire, induces, simply by proximity, a secondary 
current in a second coil of wire — diftering altogether iu its 
physiological effects from the galvanic current. 

These induced or secondary currents, again, have the 
power to induce currents iu other coils of wire called tertiary 
currents, and so on for a long series. The strength of the 
current decreases, however, the higher they ascend ; hence, 
batteries constructed for therapeutical purposes have no more 
than the two coils. Jiy putting a bar of soft iron, or a bun- 
dle of iron wires, within the primary coil, the current becomes 
very much strengthened, and in tlds way, the mumentary ac- 
tion of the current, as it is closed, causes the iron bar or wires 
to become magnetic. As the current opens, this magnetism 
disappears — its disappearance inducing a current in the same 
direction as the disappearing primary current For the uses 
of therapeutics, therefore, this iron core is a very couveuieut 
means for modifying the current. Instead of an iron core, 
however, the machines that are now constructed have their 
entire coil covered by a cylinder of tin. When this tube 
covers the helix, an indefinite number of branch currents are 
induced in it, that interfere with the main current, and 
weaken it. In proportion as this is withdrawn, the induction 
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of brancli currents, and (he conse'iueiit interference with the 
main current, grow less. 

The wire of a primary coil ie made quite large, because it 
is a law {)f electro-physics, that the thicker the wire the bet- 
ter is electricity conducted, aud the more readily is raagnetr 
ism excited in the iron core. Tlie secondary coil is, how- 
ever, made of very thin wire and of great length, so that as 
many turns as possible may be brought within the influence of 
the core and of the primary coil, and thus produce a sec- 
ondary current. As with the galvanic or inducing current, 
the electro-motive force of the battery is proportionate to the 
number of cells, so with the induced or secondary current, 
the electro-motive force of the coil is proportionate to the 
number of turns or coils in it. 

There are two forms of farathc batteries, varying materially 
iu construction and in physiological action. These are 
termed, respectively, the single or continuous, and the double 
or separate coil machines. In the first named, there is a con- 
tinuous'wire, varying, however, in thickness in diiFereut parta 
ot its course. This wire is tapped at different points, and the 
quality of the current generated, depends upon the length 
and thickness of the coils included in the circuit. In tlie sepa- 
rate coil machine, the helix is composed of two entirely sep- 
arate and distinct wires, the iimer or inducing coil of wire 
being thicker than the outer eoil. liTow, it is not a matter of 
indifterence in what way a helix is constructed. Every modi- 
fication of a conductor in length, thickness or constitution, 
more or less modifies the quality as well as strength of the 
current; and, therefore, the current proceeding from these dif- 
ferent forms of helices, as well as from the different portions 
of the continoous coil helix, vary considerably in their action. 

It is difficult, and perhaps impossible, to arrive at any sat- 
isfactory conclusion in regard to the relative therapeutic ef- 
fect* of the continuous and separate coil machines through 
physiolo^cal or theoretical considerations alone. Clinical 
experience serves us best here; and guided by it, I have 
found that the current proceeding from the single or con- 
tinuous coil is to be preferred in the treatment of nervous 
and hysterical patients, and for the production of those tonic 
eft'ects that are aimed at in the administration of general fara 
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dization. " On the other hand, in many cases of anaesthesia 
and loss of electro-muscular contractility and impaired vi- 
rility, the current from the separate coil answers a better 
purpose. 
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Electro-Physiology is a subject of such extent and intri- 
cacy, that it is not a little embarrassing when there is such 
brief space for its consideration, to dedde what method of 
presentation will best illustrate its value as a guide to the 
study of electro-therapeutics. 

Animal electricity, although interesting and instructive, I 
shall not attempt to elucidate here. The most that I shall 
attempt will be : 1st, To state some facts (all of which I have 
myself verified) in relation to that peculiar modification of 
irritability that nerves and muscles undergo when acted upon 
by the galvanic current. 2d, To consider the action of the 
galvanic current on the brain, spinal cord, great sympathetic 
and pneumogastric. 3d, Its action on the nerves of special 
sense. 4th, The action ot both the faradic and galvanic cur- 
rents on the voluntary and involuntary muscles. 5th, Their 
effects on nutrition. 

1st, Mectrotonos. — When, by means of two electrodes, the 
galvanic current is applied along the course of a nerve, that 
portion between, as well as a limited portion outside the 
poles, are said to be in an electrotonic state, and that part of 
the nerve not included between the poles will deflect the 
needle of a delicate galvanometer. In other words, there be- 
comes manifest a modification of the natural nerve current. 

When the galvanic current and the nerve current flow in 
the same direction, the strength of the latter is increased, 
while its strength is decreased if the electric current flows in 
an opposite direction. 

There are two modifications of the electrotonic condition. 
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termed, respectively, anelectrotonos and eatelectrotonos. ^w- 
eleotrotortos is a coudition of diminished irritaWlity taking 
place at and near the pOBitive pole or anode ; while catelec- 
trotonot ia a condition of increased irritability taking place at 
and near the negative pole or cathode. 

Somewhere between the poles, there is a part called the neu- 
tral point, where anelectrotonos meets eatelectrotonos. If tlie 
strength of the current is medium, the neutral point is found 
midway between the polos ; if the current is weak, the neu- 
tral point is nearer the positive pole ; if it is strong, nearer 
the negative pole. 

When an irritable nerve is brought under the influence of 
a rapidly interrupted galvanic current, the nerve-current 
gradually dimitiishea in strength until it is finally destroyed. 
Nothing is better established in physiology than the above 
tact; and yet, paradoxical as it may seem, when a nerve, 
through injury or disease, has q^uite lost its irritability to the 
faradic current, it frequently regains it after several applicar 
tions of the galvanic. 

In addition to these phenomena, due simply to the current 
passing in a single direction, we have other physiological ef- 
fects, due to changes in the current, caused by closing, break- 
ing or reversing. When the electrodes are applied to a 
nerve, and the current closed, we obser\'e a momentary con- 
traction, proportionate in vigor to the tension of the current. 
While the current is flowing continuously, no contractions 
take place ; but immediately on breaking the circuit, if the 
current be not too weak, muscular contraction again occurs. 

The following is the statement of what physiological ex- 
periment has taught : 

1st™ The mildest currents applied to a nerve cause con- 
traction only on closing the circuit, independently of direc- 
tion. 

2d. Currents of medium strength cause contraction both 
at the opening and closing in both directions. 

8d. Strong descending currents cause contraction only at 
closing the circuit, while strong ascending currents cause it 
only at opening. 

Although it is irapoaaible to illustrate these laws by ex- 
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periments on the living man, they can be readily verified oil" 
the fresh nerve of an animal. In experimenting on oneself, 
or on othei-s, the strongest current that can be well borne, 
produces the effect only that follows the ajiplicatinn of a very 
mild cnrrent directly to the nerve — viz., contractions only on 
closing the circuit independently of direotinn. Another effect 
of eleetrotonos is the change of irritability which is caused by 
a change in the direction of the current. If a nerve ia sub- 
jected for some time to the influence of a galvanic currentin 
a certain direction, it loaea sorae of its irritability, which it 
regains when the current is reversed. One noticeable result 
of the passage of the continuous galvanic cnrrent throngh an 
exhausted nerve is the marked refreshing effects which fol- 
low ; the nen-e is, for the time, restored to its usual tone and 
level. 

2d, Aclioti of the Current on the Brain, Spinal Cord, ^c. — 
It has been shown l>y Fritsch and Illtzig, using tlio galvanie 
current, followed by Ferrier, using the faradic, that there are 
centres in the cerehral convolutions for the production of 
voluntary muscular movements in various parts of the body. 
In these experiments, the applications were made directly to 
the substance of the brain ; aud interesting as they are, and 
as wortliy of study, the practical gain to electro-therapeutics 
through such investigation amounts to but little. As practi- 
cal men, we are most interested in knowing what external 
applications will accomplish. Physiological experiment has 
simply taught us, and clinical experience has confirmed the 
teaching, that very mild currents of galvanism, when exter- 
nally applied, will directly, and not alone by reflex action, af- 
fect the brain. If it were possible in our treatment of dis- 
eases of the nerve-centres, to localize the action of the cur- 
rent, it can readily be seen what increased facilities would be 
ours in dealing with certain pathological conditions. This, 
unfortunately, we cannot do; but as clinical experience has ■ 
shown very conclusively the excellent results that follow sim- 
ple external applications, it remains for us to utilize, eo far 
as possible, this method. 

"When we come to consider the action of electricity on 
the spinal cord and sympathetic, we find that there is ample 
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ground for Hpeeulatioii, aiiil room for a, wide diversity of ojiin- 
ion. It is no very difficult matter to expose the spiiial cord in 
the living animal, and to show that the direct application of 
galvanism ia sufHident to throw the muscles of the trunk and 
of the extremities into violent eontraetious. It ie as easily 
demonstrated that if the cord be traversed for some time by 
the current, that portion which is under the electrical influ- 
ence, finally becomes insusceptible to all forma of stimulus, 
mechanical or electrical. A so-called inhibitory eifect is pro- 
duced. Finally, it is agreed, that when the faradic current 
is applied dire(;tly to a certain portion of the cord near the 
six^ cervical vertebra (centram cilio-spinale), the excitation is 
transm!tt*;d to the cervical sympathetic ner\'e, and thence to 
the radiating fibres of the iris which it animates; similarly, 
by electrization of that part of the cord which traverses the 
fourth lumbar vertebra (ganglion genito- spin ale), it is possible 
to induce very appreciable contractionB of the vasa differen- 
tia, the bladder and rectum. 

It is exceedingly difficult, however, to determine just to 
what extent it is possible to affect the spinal cord in the liv- 
ing man, by simple external applications. Yet, that it can 
'be directly influenced and brilliant therapeutic results ob- 
tained, has been sufficiently attested. The cilio-spinal centre 
just mentioned is between tlie sixth and seventh cervical ver- 
tebrfe, as can he demonstrated by external applications both 
of the galvanic and faradic currents, and is of great im- 
portance in general faradization. To a certain extent, yet 
not 80 decidedly, the ganglion genito-spinale can be directly 
aftected — at least, hy the galvanic current. 

The effects of electrization on the exposed sympathetic 
Tiel've are so familiar as scarcely to need mention. In brief, 
it has been observed time and time again, that the condition 
of redness and injection of the conjunctiva, ears ami nostrils, 
contraction of the pupils, secretion from the mneous surface 
of the eyes, !ic., that follow division of the cervical filaments 
of the sympatheiic nerve, entirely disappear when the ce- 
phalic extremity of the cut nerve is submitted to electrization. 
The effect, therefore, of direct galvanization of tlic cervical 
sympathetic is to contract the arterioles, throngh the medium 
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of the vaso-motor nerves. Galvanization of the inferior cer- 
vical ganglia of the sympathetic, as well as of the superior 
thoracic ganglia, accelerates the heart's action, while power- 
ful galvanization of the six lower dorsal ganglia, and the 
splanchnic nerves to which they give rise, diminishes the 
peristaltic action of the intestines. Mild galvanization, on 
the contrary, has been found to increase the peristaltic action. 

The effects of direct electrization of the pneumogastric vary 
with the strength of current used. If strong faradic cur- 
rents are employed, coughing and vomiting are the result ; 
while currents of medium strength produce sudden inspira- 
tion and forced expiration. Arrest of respiration is liable to 
be ihb result of galvanization of the laryngeal branch of the 
pneumogastric. 

In attempting now to consider the effects of external ap- 
plications to the sympathetic and pneumogastric of the living 
man, the same difficulty confronts us, as in the case of the 
brain and spinal cord. We cannot accurately localize the 
current in these nerves or any of their ganglia. A current 
of sufficient strength to appreciably affi^ct the cervical sym- 
pathetic, necessarily at the same time influences, more or less, 
the pneumogastric, the depressor nerve and the cord. 

The effects of external galvanization of the sympathetic 
are not altogether uniform, but many trials have shown that 
a very constant effect of this method of operation — one elec- 
trode being placed in the mastoid fossa, and the other over 
the seventh cervical vertebra, is a slight and occasionally a 
profound feeling of drowsiness, together with a feeling of 
warmth through the system, accompanied by perspiration, 
and a decided effect on the pulse. In several cases, I have 
observed profound sleep, induced within a minute from the 
beginning of the application. The eyes would close, the 
head would drop and nod, and when the electrodes were re- 
moved, the transition from drowsiness to a wakeful condition 
would be slow, very much the same as is observed when one 
is awakened from a deep and natural sleep. In other cases, 
on the removal of the electrodes, the person would awaken 
immediately and become fully alive to his surroundings. 
These different phenomena were, of course, the result of va- 
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rviiig idiosyiiorasies. If we accept the theory that in sleep 
there exists a condition of cerebral aneemia, it is not difficult 
to lielieve that the slight feeling of droweiiiees that bo fre- 
quently followfi galvanization ot the sympathetic, and even 
nf the brain, is in part, at least, due to a diminution of the 
blood supply. At all events, this result, which ia so grateful 
and restorative in many nerve disorders, is constantly 
achieved in the experience of everj- pra<;tically competent 
el eetro-therapeutiet. 

3d. Action of Qalvanism. on the Nervfg of Special Seme. — 
The galvanic current, applied so as to affect the retina or op- 
tic nerve, either directly or reflexly, causes flashes of light 
and perception of color. The faradie current, accoi'ding to 
the method of its application, when applied in the ear, causes 
a humming or rumbling sound — due in part, to ausurri of the 
muBcies. 

The anditor^' nerve reacts to the galvanic current by cer- 
tain fixed laws, which, although interesting, and to a certain 
degree instruclive, cannot be considered here. It may be 
said, however, that the auditory nerve reactiona harmonize 
with the law of electrotonus and Pfluger's contraction law as 
already enunciated. 

On the gustatory nerve, the action of galvaniem is to cause 
a metallic taste more or leas marked. The perception of the 
metallic taste is frequently an important aid as a guide in the 
treatment of caaes. 

On the olfactory nerve, the action of the current is less 
marked, hut the negative pole of a strong galvanic current, 
when applied to the Schneidei-ian membrane, is followed hy 
an odor somewhat resembling sulphuretted hydrogen. "While 
only the galvanic current exercises a constant and uniform 
influence over the retinal reaction, in certain sensitive condi- 
tions, the faradie current produces unmistakable flashes of 
light ; and when the apparatus is constructed so as to give 
forth certain qualities of current, as in the continuous coil ma- 
chine, these glimmerings are peculiar and brilliant 

4(A. Action of Eleotrieity on the Voluntary and Involuntai-y 
Muscles. — Contractions of voluntary muscles arc induced in 
two ways : Ist, By acting on the motor nei-ve. 2d, By acting 
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on the muscle itself. In the latter case, it is simply necessary 
to place the electrodes at either end of the muscle, when, 
through excitation of the muscular and intra-muscular 
nerve fibres, contractions more or less powerful take place. 
By this method we obtain contractions only of that muscle, 
or that portion of muscle, included between two poles. By 
pursuing the first method, however — placing one pole over 
the point where the motor nerve is most superficial, and the 
other over the muscle or muscles supplied by its branches — 
we not only obtain stronger contractions, but, at the same 
time, influence every muscle to which the nerve terminals 
run. 

These motor nerve points are of much importance, espe- 
cially in carrying out the details of localized faradization in the 
treatment of paralysis, and have been thoroughly studied by 
Ziemssen, who experimented on the recently dead subject, 
and marked with nitrate of silver the points at which the in- 
dividual nerves and muscles most readily responded to fara- 
dization. With a fair knowledge of anatomy, however, any 
one, by a little experimentation on himself or a friend, can 
readily obtain sufficient information for most of the purposes 
of therapeutics. In this investigation, one large moistened 
sponge electrode should be firmly placed on some indifferent 
point, and a small negative electrode, as large as a silver half 
dollar, pressed near the point where the nerve is supposed to 
issue from the muscle. If the right point is touched, the 
normal physiological action of the part affected will at once 
appear. It is impracticable here to give the situation of all 
the motor points in detail. Those who wish for helps to aid 
them in prosecuting this study will find in Ziemssen's Die 
JElectrieitat in der Medicin, a most complete array of illustra- 
tions of the motor points. The following, however, are the 
situations of some of the most important : 

Facial. — At its exit from the stylo-mastoid foramen, be- 
tween the mastoid process and the angle of the lower jaw. 

Pneumogastric. — At the lower and anterior part of tlie 
neck, between the common carotid artery and the jugular 
vein. 

Phrenic. — At the outer border of the sterno-cleido-mastoid 
muscle near its junction with the clavicle. 
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Brachial Plexus. — In the supra clavicular space, posterior 
to the outer border of the sterno-eleido mastoid muscle. 

Median. — In the lower third of the arm, at the poiut where 
it crosses the brachial artery. 

Radial. — Id the lower third of the arm, at the point of its 
emergence from beneath the triceps. 

Popliteal. — On the posterior border of the capitulum fib- 
ulse. 

Tibial. — On the middle and outer part of the knee, and 
also in the depression posterior to the internal nialeua. 

Involuntary Museleg. — The action of electricity on involun- 
tary muscular fibre is quite difierent from that on voluntary 
muscles. In the latter, contraction takes place immediately 
on closing- the circuit. In the former, movements are not in- 
duced until a certain time after the tissue has been acted 
upon. In the case of voluntary muscles, after the removal 
of the excitation, all contraction ceases, while with involun- 
tary muscles, the movements that are excited by electric- 
ity continue for a long time after the cessation of the cur- 
rent. 

The transverse and longitudinal fibres of the 8(omaeA are 
readily influenced by either galvanization or faradization; 
and in a number of instances have I had occasion to obser^'e 
the readiness with which this phenomenon is demonstrated 
in the living man, hy applications directly to the mucous 
surface of the part. If the current is applied to the intes- 
tines of an animal recently killed, contractions take place in 
the physiological direction of the peristaltic movements, until 
their calibre is nearly closed. These effects are induced in 
a less degree, by external applications, or by the introduc- 
tion of one electrode in the rectum, and partly explains 
great value of electricity in the treatment of constipation. 

When the bladder \» subjected to electrization, a visible 
drawing and contraction take place, and its cavity diminishes. 
In eases of paresis and paralysis of the bladder, the value of 
this treatment has been often shown, 

The uterut also contracts very much after the manner of 

he intestines, whether it is or is not in a gravid condition. 

The practical application of this physiological fiict ia seen in 

2 
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the lionefit that accrues from the use of electricity in uteri 
engorgements, in menorrhagia, enlargements, &c. 

The iris, spleen, ureters, vas deferens, epididymus, tuaia 
vaginalis, gall-bladder, tesophagus, heart and blotKl vest 
are also more or less susceptible to the influence of electr 
tion. 

6th. Nutrition as affected hy Electricity. — The effects of ele( 
tricity on nutrition aru exceedingly complex; but in the 
Ught of a somewhat extended clinical experience, I can con- 
fidently assert that, as a result of its varied phyaioloi^cal 
effects, we obtain tonic results of a most decided cliaracter. 
Up to the year 1866, it waa generally assumed that the 
main, if not the only action of electricitj', was that of a stimu- 
lant. Soon after this, in a number of papers in the New 
York Medieal Record, by Dr. Beard and myself, tlie idea of the 
tonic action of electricity was firat enunciated, and the method 
of general fiiradization, by which this effect is best obtained 
was fully described. 

The influences that aid nutrition and thus produce tonic 
effects, are four, viz: mechanical, physical, cheraiciil and 
physiological ; and although all enter more or less as factors in 
bringing about constitutional tonic effects, yet the mechan- 
ical and physiological actions are mainly efficacious. 

The mechanical effects are most markedly appreciated 
under the faradic current, as is quite evident from its nature. 
Physiological effects are produced by either current, although 
the galvanic frequently acts most powerfully here, and espe 
cially in exciting the process o absorption. By it, the se 
eretions may either be increased, diminished, arrested, or 
their quality modified. The usual effect is to increase both 
secretion and excretion ; but when very mild currents are 
used, their activity Is not always increased, and experience 
teaches tliat in the healthy organism very strong currents may 
produce a partial arrest of tliese functions. Very interesting 
eflecta of electricity become apparent when applied in certain 
pathological conditions. In menorrhagia, instead of increas- 
ing the flow, its tendency is to decrease it. In enuresis it 
acts powerfully in decreasing the excessive waste; while in 
suppression of urine, some very remarkable results have been 
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recorded. The spermatic fluid is increased by galvanization, 
as is also the secretion from the sweat glands. 

The whole subject of the relation of electricity to nutrition 
is of immense importance, and I regret that I have neither 
time nor space to thoroughly consider it. I will merely add 
that the effects of the faradic current are very powerfully il- 
lustrated in the person of those who are constantly (by the 
method of general faradization), applying it through their 
own persons. In this way the current passes through both 
arms and vigorously contracts the muscles, causing a marked 
and rapid development. 
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ELECTRO-DIAGNOSIS. 



The art of electro-diagnosis has been subject to more or 
less investigation for many years ; but only until lately has 
it assumed a position of importance in practice. This is 
owing to the labors of a number of careful observers, who 
have suggested and verified certain uniform polar reac- 
tions on the healthy nerve and muscle. By polar reaction is 
meant the measure of muscular contraction that follows the 
application of the positive (anode) or negative (cathode) pole 
to a nerve or muscle. 

In hastily considering this department of my subject, I can 
only refer to some of the principles on which electricity is 
used as a means of diagnosis in medicine. The success and 
satisfaction with which special applications of these principles 
are made, will depend upon the thoroughness of after obser- 
vation and experience. Now, although contractions occur 
only on closing or opening the [current, yet we distinguish 
four kinds designated by the following abbreviations 1st. 
C. C. C; 2nd. A. 0. C; 3rd. A. C. C; 4th. C. 0. C. 

The first is the cathodal closure contraction ^findi occurs when 
the cathode, or negative pole, is applied to the nerve or mus- 
cle, and the current closed. 

The second anodal opening contraction^ occurs when the an- 
ode or positive pole is applied to the nerve or muscle and the 
circuit opened. 

The third anodal closure contraction^ occurs when the anode 
is applied and the current closed. 

The fourth cathodal opening contraction^ occurs when the 
cathode is applied and the current opened. 
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The roadUiess with which these vaiiouB contractions are 
induced relatively to each other, depend altogether upon the 
atrength of the current, and the condition of the nerves, 
whether dieeaaed or healthj. If on the healthy nerve or 
miiaele, the negative pole is pressed, and a current of suffi- 
cient etrength employed, it will be found, that on closing the 
circuit, a contraction takea place. In order, ho-^ever, to in- 
duce a contraction of the same vigor on opening the circuit, 
it is necessary that the strength of the current be increased. 
Each one can readily confirm this statement for himaelf, and 
by experimenting thoroughly, it will he found that contrac- 
tion in the healthy muscle occurs in the order juat given. 

In diseased conditions, however, this formula is subject to 
great variations. The readiness with which a muscle con- 
tracts to electrical influences may be increased. This occurs 
in certain easea of hemiplegia associated with an irritative 
lesion; and in the early stages of facial paralysis due to the 
action of cold associated with a rheumatic diathesis. lu these 
cases, the intra-muscular nerves are attacked from the begin- 
ning, while there is hut little if any alteration ot the muscular 
fibres. The taradic current causes contractions through the 
intra-muscular nerves ; therefore in cases such as the above, 
its power to produce muscular contractility is lost. The gal- 
vanic current acting more especially on the muscular fibres, 
retains its power, and, as experience shows, a milder current 
will cause contractions than is found necessary for the healthy 
muscle. As the patient improves, it takes an increased ten- 
sion of galvanism to cause the same efieets, until finally tara- 
do-muscular contractility becomes manifest. Again the readi- 
ness of contraction may be decreased and finally abolished, 
as in the late stages of bulbar paralysis; occasionally in par- 
alysis following acute diseases, in myelitis and in progressive 
muscular atrophy. 

The above are termed quantitative reactions, consisting, as 
has been stated, in a simple increase or diminution in the 
quickness of response to a current of given strength. Qual- 
itative, which includes as well quantitative changes — in other 
words termed the '■^Reaction of Degeneration" — consista in an 
alteration in the order of occurrence of the contractions. 
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These changes are observed in any form of traumatic para- 
lysis, where the continuity of the nerve has been completely 
interrupted; in rheumatic paralysis associated with compres- 
sion at some point of the nerve; in lead palsy; many forms 
of infantile paralysis; in spinal paralysis where the grey mat- 
ter is much involved; in progressive muscular atrophy; in 
some cases of neuritis; bulbar paralysis; in cases of pres- 
sure on the nerve by tumors or cicatrices, &c., and in some 
paralyses the result of acute diseases. 

The normal formula becomes, in the above cases of para- 
lysis, subject to the following changes: The negative pole 
at its closure (C. C. C.) may act even less readily than 
the positive (A. C. C); and the positive pole at its opening 
(A. O. C.) has less eftect than the negative at its open- 
ing (C. O. C.) At the same time the contractions become 
weaker and less rapid than in health. When the circuit is 
closed, the contractions are also liable to become tetanic, 
while rapid interruptions of the galvanic current utterly fail 
to call forth any response. 

By the same principle which has been our guide in the 
enunciation of the preceding diagnostic signs, viz.: the fact 
that the electro-muscular contractility is more or less mod- 
ified by disease — we m*ay also utilize the currents for the de- 
tection of malingerers and for deciding between real and ap- 
parent death. 

By recollecting again that all parts and organs of the body 
are more or less sensitive to the electric current, and that this 
sensitiveness is modified by disease, we are oftentimes enabled 
to point out the seat of derangement, although the special 
nature of the disorder must be determined by the ordinary 
means of differential diagnosis at our command. 
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As the generic term — electricity — includea every manifea- 
tation of tbia force, eo by the term electrization we uiider- 
Btand every fona and detail of its applieatiou in medicine. 
The wide attempts to popiilarize the use of this remedy dur- 
ing the last decade have been eminently successful ; but, in 
great measure, this success has been at the expense of a clear 
conception of the principles and methods involved. Both 
the profession and laity are Bccustomed to speak of "trying 
electricity," as if its use ealled for no more knowledge or ex- 
perience than the manijjulation of a child's toy. Patients 
are recklessly and indiscriminately recommended to purchase 
batteries, and have the applications made by themselves, 
their friends, or servants. Benefit may, indeed, sometimes 
follow these blind procedures, but, as a rule, inj'iry of a 
three-fold character results. lu the first place, we note an 
injury of a negative character, so-called, but none the less 
real, in that the patient receives no benefit from an agent 
which, rightly used, might have done good. Again, the 
physician injures himself in failing to help the patient; and 
lastly, he injures the profession by making it appear that the 
medical use of electricity is a simple and trifling thing, and 
therefore the peculiar province of ignorance and charlatan- 
ism. It is not too much to say that skill and the requisite 
knowledge in this special branch, comes only by close obser- 
vation, hard study and much experience. As we have said 
elsewliere, the duty of the profession in regard to this matter 
is very clear. Tiiey should familiarize themselves with 
electro-therapeutics, so a« to make the applications themselves, 
or through trained assistants, or they should refer the matter 
to those who are masters of the subject. In case neither of 
these courses is practicable, they should, as a rule, not at- 
tempt to have electricity used at all, or should confine them- 
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selves mainly to its use as a palliative, and with tlie unde^" 
BtandiDg that they are submitting to a riecessary evil. 

The main methods of electrization are four in number — 
viz., lat, Localized Faradization ; 2d, Localized Galvaniza- 
tion; 3(1, General Faradization; 4tb, Centra! Galvanization. 
These are, of course, subject to infinite variation in the prac- 
tical details of their application ; but a general description 
of each may prove sufficient as the foundation-stones on 
which to build experience. 

Localized Faradization. — Tlie art of limiting the excita^ 
tion of the faradio current to certain organs and tissues, is, 
in the maiu, due to Duchenne. lie called attention to the 
fact that electricity could be localized under the skin, if moist 
electrodes were firmly pressed upon the skin. He was led 
to this observation by the very iamiliar phenomena that fol- 
low the application of the dry electrode or hand to the sur- 
face of the body — viz., a crackling sound, but no sensation 
and no muscular contraction. This is due to the very slight 
eondnctivity of the skin. Through moisture, however, ita 
conductivity is increased, and he observed that when wet 
electrodes were applied, the same strength of current excited 
contractions immediately. 

This system, simple in its origin and detail as it may seem, 
has been refined and developed until it has grown into a per- 
manent department of science. To be proficient in its use, 
demands a certain degree of anatomical and physiological 
knowledge and manual fiicility; but its successful employ- 
ment requires neither the dexterity nor care that ia exacted by 
localized faradization, general faradization and central gal- 
vanization, nor the time and patience demanded by the two 
last named methods. 

For these reasons, localized faradization has been gene- 
rally adopted by the mass of the profession, to the exclusion 
of the more advanced processes, hy which alone we can fully 
utilize the therapeutic powers of electricity. In carrying 
ont the details of localized iaradization, the situation of the 
motor points should be carefully studied. Ignorance of 
these points will involve waste of time in searching for them 
with electrodes in hand, and at the same time add to the an- 
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noyance of nervous patients. By placing the negative pole 
over the motor point, and the positive over the belly of the 
muscle, we obtain immediately the beet possible eoutractiona, 
whtitlier for therapeutic or diagnostic purposes, with the 
mininmm fitrength of current. 

Localized Galvanization, especially when applied for the 
relief of pain, is a procedure of much greater delicacy than 
localized faradization. It was introduced to the profession. 
more especially by R«niak, in a work "On tlie Methodical 
Electrization of Paralyzed Muscles," by virtue of which he 
became the founder of a school of electro-therapeutics in 
Germany, aa Duehenne had been in France. 

The term gtabile application is employed when both elec- 
trodes are kept in a iixed position. The term labile applica- 
tion is employed VF hen one or both electrodes are glided over 
the surface, without, however, causing any interruption of 
current suflcieut to produce appreciable muscular contrac- 
tions. 

When we desire to induce a purely sedative influence, it is 
often of the greatest importance that the galvanic current 
should not only be free from any distinct interruption, but 
that every variation of current influence — such as follows 
moving the pole along the skin — should be carefully avoided. 
At other times, however, it is desirable that our applications 
shouM be " increasing," by which is meant that the current 
strength is gradually augmented without removing the elec- 
trodes. K the current is thus gradually increased, a much 
gi-eater power can be borne, than if it is suddenly let on in 
full force, with the first closure of the circuit. A current 
wbit:h may produce unbearable pain, or, when applied near 
the nerve-centres, dizziness and faintness, may be borne 
without discomfort and with positive advantage, if it is grad- 
ually increased from the minimum of current strength. Ap- 
plications to the brain, eye and ear especially, and to the 
sympathetic spinal coi'd, urethra, and to all conditions of 
great irritation wherever seated, should always be thus grad- 
ually increased, and in the same way decreased. 

With the faradic current, the management of these increas- 
ing and decreasing currents is very simple ; but to gradually in- 
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crease tte galvanic current, especially if no rheostat is at hand, 
requires very great care. Most galvanic iiatteriee that are now 
tDa<le, have an arrangement that gradually aflds to the num- 
ber of working elements without intennipting the cun-ent ; 
but even with the greatest preeiwion of niauipulation, breaks 
are apt to occur when least expected or desired, and it is far 
safer, therefore, to be always provided with some form or 
rheostat. 

Labile, or stabile interrupted currents, are generally pre- 
ferred for the galvanization of muscles, while for the gal- 
vanization of the bead, spinal cord, sympathetic, nerve-tracta 
and plexuses — stabile continuous currents — either uniform or 
increasing, are, a^ a rule, indicated. In addition to their 
power to produce muscular contractions, labile or stabile in- 
terrupted currents cause more marked physical and mechan- 
ical effects^ while stabile continuous currents, whether uni- 
form or increasing, produce the stronger, electrolytic and 
catalytic action. In applying the galvanic current to the 
brain, it is well to remember that there is less tendency to 
dizziness if the negative pole is applied tirst, and the circuit 
closed and opened with the jioaitive. 

There are many special eftects of localized electrization, 
as of general feradization and central galvanization, but the 
leading and general results of all the methods is improve- 
ment in nutrition. 

Localized electrization of poorly nourished and atrophied 
museleSjdevelops size and increases strength; localized electn 
zation of any organ, such as the uterus, the nutrition of which 
has become impaired and its size diminished, tends to de- 
velop it and to increase its functional activity. In localized 
electmatiou, these results are, of course, of a local nature; 
yet, owing to the fact that absolute localization is impossible, 
we not unfrequently observe efl'ects extending far beyond the 
parts actually enclosed in the circuit. 

By reflex action, also, we obtain remote effects, whi-ih are 
titber desirable or undesirable, according to the demands of 
the case in hand. Galvanization of the spine, and even of 
tlie extremities, may, in certain irritable conditions, excite 
the characteristic metallic taste. Galvanization, and even 
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fariulizatioii of remote and linuted areas, sonietiniea relieves 
pain, induces sleep, and increases the menstrual aad other 
discharges through reflex influences alone. 

The effects of all local, as well as general applications, vary 
according to the length of the seances. The efl:ect of the fa- 
ra<iic cuneiit, when first applied hj means of moiateued 
electrodes, is to cause a tingling sensation, more noticeable 
at the negative than at the positive pole. In a short time, 
the aeneation becomes less and less marked, and a sort of 
ana^tliesia is produced, enahling the patient to endure an in- 
creasing strength of current with no discomfort 

The galvanic current, unless it he quite strong, or directed 
over a motor point, at first usually causes little, if any, sensa- 
tion. In a short time, however, a slight, burning sensation 
is experienced, rather more keenly felt at the negative pole. 
This sensation rapidl}' increases in acuteness, until it may 
become absolutely unendurable ; for, unlike the taradic cur- 
rent, the galvanic has not the same tendency to aiiBesthetic 
effects. There are two causes which probably account for 
this increase of pain aa well as of increased readiness of muscu- 
lar contractions. The first, is the fact, that the conductivity 
of the skin becomes increased, not only through the mois- 
ture from the electrodes, but also through the greater ac- 
tivity of the circulation in the skin under the electrodes; and 
the second is the increased nerve sensitiveness resulting from 
the stimulating ctieets of the current. 

Generai Faradization. — In the administration of general 
faradization, we employ, aa is evident from its nomenclature, 
the faradic current alone. Its object is to bring the external 
portions of the body from the head to the feet, and, aa far 
as possible, the internal tissues and organs also, under the 
influence of the current. The galvanic current may be used 
in this way as well; but it is so rarely indicated, that I have 
not included it in tlie enumeration of the methods of appli- 
cation. 

Its chemical and reflex influences are bo potent that, ex- 
cepting in cases of rare and remarkable insusceptibility to 
influences of all kinds, its effects would prove harmful rather 
than beneficial. Aa illustrative of its occasional value, how- 
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ever, adminiHtcred generally, I maj cite a case of disease of 
the supra-renal eaitsule (AJdison'e diseaae) in which there 
was a Diost extraordinary absence of both electro-muscular 
sensibilitity and contractility. The faradic current was given 
with a strength far heyond all former experience, producing 
hut little effect, either primary or secondary. The galvanic 
current, however, proved unexpectedly efficacious. The ae- 
cretorj- functions had, to a great degree, ceased their activity, 
and as a result, the skiu was dry and shrivelled, the throat 
parched, and even the finger nails were ho devoid of mois- 
ture, ae to break on any attempt to bend thcin. The result 
of treatment was to bo excite the processes of secretion as 
to alleviate every sjiuptom; even the nails became perfectly 
pliant, the bronze color of the skin receded and became sev- 
eral shades lighter, while the strength and power of en- 
dupmee increased in due proportion. The case was presented 
before several of our medical societies, and examined by 
many of the profession — among others by Drs. Austin Flint 
and Post. By the former, this case was alluded to in a sub- 
sequeut edition of his work on the Practice of Medicine. It 
assumes importance, not because of any absolute curative 
powers in Addison's disease, but simply as one of the most 
perfect illustrations of the remarkable effects that may fol- 
low general applications of electricity. After two years of 
comjmrative sti-ength and comtbrt, the man died, and the 
post-mortem revealed the characteristic chang^es in the capsule 
of the kidney. The specimen was presented for examination 
to the New York Pathological Association, and is now in 
my possession. 

It is very seldom that a case is seen where general electri- 
zation is indicated, that the faradic current is not sufficiently 
powerful, either directly or reiiexly, to excite the physiologi- 
cal activities; and in the treatment of thousands of cases of 
chronic diseases, both functional and orgaTiic, I have not 
had occasion in much above a dozen instances to use the 
galvanic current in this general way. The results of such 
applications, in many of these forlorn cases, were, however, 
so powerfully restorative, and, at the same time, are so little 
appreciated, that this allusion may, perhaps, bring forth fruit 
ill the experience of others. 
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Uow, in order to bring the whole body thoroughly under 
the influence of the taradic current, the feet of the patient 
should be placed upon a copper plate, to which the negative 
pole is attached. The eoles of the feet are not at all seiiflitive 
to the current, but if the patient is especially nervous or sus- 
ceptible, the feeling of conetrietion that is experienced in the 
ankles as the current passes, and the occasional contraction 
of the flexors and extensors may become disagreeable and 
even hurtful. In this case, it will be better to apply the 
negative pole, by means of a broad, soft sponge near the 
coccyx. 

The positive electrode may be either natural or artificial. 
The hand ia the natural electrode, and those who are able to 
bear the requisite strength of current through their own 
persons, and are willing to subject themselves to the fatigue 
which follows its frequent use in ttiie way, will find it unri- 
valled by any other form. It is not absolutely necessary 
tliat the hand be used, biit it can be readily understood that 
no artificial electrode that human aldll can devise, can equal 
the hand in its flexibility, and the readiness and completeness 
of its adaptation, to every hiequality of surfiice. In all applica- 
tions to the head, eyes and face, and in the more general 
treatment of a ;ute!y susceptible patients, and especially hys- 
terical women, I freely confess that in numberless ways I 
should tail to obtain tlie same results by any form of 
artificial electrode. Ordinarily, howerer, when the applica- 
tions come to be made along the course of the spine, over 
the abdomen and lower limbs, the strength of current neces- 
sary is too powerful to be passed through the arms of any 
operator, and fortunately, artificial electrodes answer here as 
good a purpose as the hand. 

In submitting a patient to general faradization, the opera- 
tion should be with some regard to order. In the first place, 
the hair being throughly wet, the hand is passed with firm 
pressure over the eiitire surface of the head. In treating 
the forehead, which is far more sensitive to the current than 
any other portion of the body, the operator should first press 
his moistened hand firmly over the part, and tcien make the 
connection with his other hand on the sponge of the positive 
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j>ole. The strength of current, when applied to sensitive 
parts of the body, can be sufficiently regulated by increasing 
or decreasing the grasp of the positive pole held by the 
right hand. 

An application of the faradic current to the head in many 
forms of neuralgia, nervous headache and insomnia, if pro- 
perly give:i, is capable of affi)rding instant and most grateful 
relief. There are very few, however, who administer it with 
any degree of precision and skill, and as a consequence, we 
witness aggravation instead of relief of pain. The slightest 
concentration of current in such situations as the forehead, 
is capable of exciting pain even in the normal condition, 
while a proper diftusion over a broad surface, with equal and 
gentle pressure, affiDrds a sensation as agreeable as it is cura- 
tive. 

The back part of the head and upper portion of the spine 
(cilio-spinal centre) will usually bear powerful applications ; 
and it is an interesting and important fact that applications 
to this centre will produce far greater tonic eftects than when 
the pole is applied to any one other portion of the body. Care 
should be taken to avoid all bony prominences, since slight 
currents in these regions give great pain. Hence, over the 
scapula, clavicle, sternum, crest of the ilium, tibia, etc., care 
should be exercised in the moderation of the current. Let 
the first applications be tentative. Experience will soon teach 
that there is no remedy, to the effiscts of which, there is such 
a varying degree of susceptibility as to this. A glance will 
not suffice, and frequently careful examination will fail to 
give information as to the proper strength and thoroughness 
of the treatment that should be first attempted. Not until 
the patient is submitted to a careful electrical test, can we 
be sure that what we might consider very gentle treatment, 
will not be too severe for the case in hand. 

As in the administration of localized galvanization, the 
current may be uniform or increasing. When the electrode 
is on the head, cilio-spinal centre, epigastric region, or pressed 
firmly down on the various motor points and nerve plexuses, 
the current should be increasing. To make the applications 
successful, not only in the ultimate good that comes, but also, 
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in that the patient experiences no subsequent wearincee, sore- 
neaa of musdcs, or vague but dietressing nervous feelings, 
requires far more care and experience than is generally sup- 
posed. On the part of the operator is demanded a certain 
degree of niecbauical dexterity, entire familiarity with tbe 
instrument required, a complete knowledge of electro- thera- 
peutical anatomy, a personal acquaintance with the sensations 
and behavior of all portions of the body under tbe different 
electrical currents, and close and patient study of the diseases 
and morbid conditions in which they are indicated. 

General faradization is, to me, absolutely indispensable in 
the practice of electro-therapeutics. Beginning with the 
metho<l twelve yeai-s ago, and at first confining ray manipu- 
lations in electricity almost exclusively to it, I have not to 
this day seen cause to abandon its practice. New and valu- 
able methods of application have been proposed and adopted. 
Through a better knowledge of its subtile and far-reaching 
influences, and of the laws which regulate its action, the con- 
stant current is indicated over a wider range of neurotic af- 
fections, and alone occupies the field of electro-surgery; and 
yet if I might roughly approximate the relative frequency 
with which I even now make use of general feradization in 
its most thorough form, and all other processes of imradiza^ 
tion and galvanization, I should say that fully one-third of 
the cases indicating the use of electricity are subjected to tbe 
first named method. There is no one tonic influence in med- 
icine comparable with it in power ; there is none to which 
can be accorded such a wide range of application, and I can 
only account for its neglect on the part of those who profess 
proficiency in electro-therapeutics, because of the time and 
labor requisite for its successful utilization, and the unwilling- 
ness of the physician to subject himself or his patient to 
trouble. Time certainly is required, and tiresome labor; 
and so fer am I from loving labor for its own sake, that were 
it not that I know from long experience, the impossibility of 
satisfactorily supplying its place by other methods, I should 
be among the last to advocate its importance. Althaus, of 
London, in his work on " Medical Electricity," speaks with 
some favor of general faradization ; but in his estimate of the 
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rationale of its operation, and the effects of the current on the 
operator — and especially when he would prnetieally discard 
the method, because he conceives it to be inferior to the ap- 
plication ui the constant current for a few momentSj falls into 
the natural error of one whose opinion ia ba^ed on theory 
aJone. It ia evident that Althaus has never made even an ap- 
proach to a eatisfactorj- use of the njethod. 

Oentral OalvaDixation>— By central galvanization, we un- 
derstand that method of treatment, bj which the whole cen- 
tral nervous system — brain, sympathetic nerves and spinal 
con] — are brought under the influence of the galvanic current. 
To accomplish this, one pole, usually the negative, is placed 
over the solar plexus, while the other is firmly pressed on 
the top of the head, and gradually passed over the occiput, 
along the inner border of the sterno-cleido-maatoid muscle, 
from the mastoid fossa to the sternum, and from the eilio- 
spinal centre down the entire lengtli of the spine. For this 
method, which we firet introduced and described a number 
of years since, is claimed a distinct and important position. 
The different applications to the head and nock, which have 
been variously used since the time of Remak, arc simply forma 
of localized electrization; but in central galvanization, as is 
observed, the poles are so placed that the wljole central ner- 
vous system is brought under tlie influence of one pole — usu- 
ally the positive — without disturbing the other. 

One reason that has been offered tor rejecting central gal- 
vanization, lies iu the fear that its relations to electro-jihysi- 
ological laws cannot be fully explained. It is asserted that 
a remedy, in order to be indicated in any special disease, 
must have certain well known physiological activities that 
directly meet or counteract the observed pathtilo^cal condi- 
tions. To a certain extent this is true, Por the relief of a 
dry Bkin and high pulse, we resort to diaphoretics and arte- 
rial sedatives. To reduce the volume of blood in the brain, 
we have bromide of potassium, and so on ; but on the other 
hand, can any one tell us minutely and satisfactorily why it 
is that quinine has a controlling influence over the manifes- 
tations of malarial poison ? Why iodide of potassium tends 
to eradicate the syphilitic poison ? Or, why opium causes 
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sleep? Anfl yet quinine is indicated in interraittont fever; 
iodide of potassium in syphilis, und opium in insomnia. 
That we canuot accurately localize the action of the cui'reut 
iu limited iireus of the brain, hae already been stated; but 
that external applications of the galvanic cuiTcnt penetrate 
directly to, and appreciably affect it, is thoroughly ei*tabliHht>d,' 
and the sudative and tonic eflects that follow, are well known 
to every one who has intelligently and thoroughly tested the 
nietliwl. 

Central galviiiiization demands a far greater familiarity 
with the physits of the constant current, and with both func- 
tional and structural derangements of the central nervous 
a38tem, than is possessed by many who eeaay its use. If 
there is any one thci^peutical process in the whole range of 
practical medicine that more than another defeats its own 
legitimate ends through careless and ill-directed or ignorant 
applications, it is this. As a matter of experiment, we sub- 
mit a person in robust health, and with no marked nervous- 
susceptibility, to central galvanization. If the current is 
gradually increased and as gradually decreased, without in- 
terruptions, few if any unpleasant sensations ai-e perceived, 
although ten, fifteen, or even twenty ordinary cells be in- 
cluded in the circuit. The metallic taste is decided, the head 
experiences a sensathm of fullness, and if the experiment be 
prolonged, or the electrodes small, itching and heat will be 
experienced at either pole, and on the head (the seat of the 
anode) a slight pain, of a dull aching character, may pos- 
sibly be telt. A second person, ot increased nervous suscep- 
tibility, will experience an exaggeration of all these phenom- 
ena, and subsequently may suffer from severe headache. 
Because of the synmietncal influence which the galvanic cur- 
rent, liy the method of central galvanization, exerts on the- 
brain, little if any dizziness is perceived, by even the most 
sensitive patients; if, however, the current be passed trans-. 
versely tbrtiugh the head, the so-called lalsification of the 
HiDScnlar sense that results through an unsymmetrieal stim- 
ulation (one pole affecting the right, and the other the \ei\ 
hemisphere), is the occasion of immediate and intense vertigo. 
In thus transversely galvanizing the brain, the hemispheres 
3 
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are difleroiitly influenced, and tJie result is a (iieturbanee t_ 
the equilibrium. This dizziness, as a rule, passes' otf imme- 
diately on tbe removal itf the eleetrcxJes, in healthful eoiidi- 
ticins, anil is attended bv no hamtful results. In certain 
pathological oonditions, however, and signally so when such 
conditions are associated with those peculiarly impressihle 
nervous organizations that arc eo familiar, transverse galvan- 
ization of the brain is a highly culpable procedure. Let it 
be clearly understood, then, that, in mo»t cases, this method 
should be avoided. 

I might cite not a few suggestive eases, and not alone in 
my own experience, illnstrati%'e of the importance of this law- 
but it will, perhaps, suffice if I simply indicate a few guiding 
propositions. 

And first, there is a certain class of patients, that I have 
just alluded to as being peculiarly impressible, who will in 
no degree be benefited by passing the current transversely 
through the bniin ; on the contrarj. if there is mental or 
physieal derangement from any cause, such application inevi- 
tably aggravates the existing disturbance. In many instances 
there is no outward indication of any such susceptibility, and 
very frequently the most careful examination will tail to 
elicit a suspicion of any unusual relation of the nervous sys- 
tem to electrical stimulation. It is only when you eome to 
subject them to the test of actual treatment that idiosyncra- 
sies are manifested, that would not be distinctly revealed by 
auy other method. In two exceptional cases, for example 
of which I have record, a current of comparatively feeble 
tension caused an astonishiug excitation of all the nerves of 
special sense. Sight, smell, taste and hearing were all per- 
vei'ted and exalted; and that these evidences of excitation 
were not the result of fancy, I thoroughly satisfied myself by 
unerring tests. In these cases, as in a number of others that 
enter as fectors into the experience that guides these obser- 
vations, the after effects were only less uu])leasant than tbe 
primary, and were disagreeably persistent. Now, observe 
the effects of applications by the method of central galvaniza- 
tion in the same patients. The same tension of current 
caused a decided metallic taste (but no vertigo and no ring- 
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ing la the ears), with a eliglit feeliug of fulhiesa about the 
head — and a persistence in this form of treatment resulted in 
gratefiil relief. In consideration, therefore, .of these facts, we 
should ever be watclifiil for these susceptible cases ; and to 
avoid errors of judgment that might prove unfortnnate, we 
should not presume even on the most extended experience, 
but should in the beginning pursue a tentative course. 

In the second place, we have in cerebral effusion and soft- 
ening, an<l especially in cerebral congestion, conditions that 
call for care in any method of galvanizing the nerve centres. 
In old apoplectic cases, transverse galvanization of the head 
has often been used with no unpleasant results ; hut this cer- 
tainly ia no reason why it should be thus used. There can 
be no doubt that it might in many instances prove exceed- 
ingly hazardous, and I have even seen unmistakable evidence 
of the ill-eft'eeta {in producing dizziness and nausea) of an in- 
judicious application of localized faradization in the neighbor- 
hood of the base of the brain and in the mastoid fossa. It ia 
in the consideration of the symptoms of cerebral congestion, 
however, that we see most clearly the importance of rightly 
selecting our methods of electrical treatment. To give any 
direction to the current, excepting a longitudinal one {by 
which I mean from the summit of the head downward, or 
from forehead to occiput) is, I believe, not only unphysiologi- 
cal, but, as well, eonti-ary to the teachings of extended and 
carefully recorded experience. 

In this connection, and especially with reference to central 
galvanization, an exceedingly important practical point arises 
concerning polar influence and current direction. Is the posi- 
tion of the poles, or the direction of the current, the more 
imp<)rtant factor in the production of therapeutical and pure- 
ly physiological effects? The French school, and notably 
Legpos and Onimus, deny the efficacy of polar influence in 
exciting physiological phenomena, ascribing them chicHy to 
current direction. They ascribe anelectrotonic effects to 
electrolytic action, and to the induction of currents of polari- 
zation. 

The contraction laws of Pflliger (already given in Electro- 
Physiology) render it quite possible that in the electrical 
stimulation of a given nerve piece, the polar influence has 
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more to do with the resultant physiological effects than the 
direction of the current; and, according to this theory, the 
relative position of the poles in central galvanization (anode 
above — cathode below) would seem, on physiological grounds 
alone, to be chiefly indicated for the relief of symptoms of 
central origin. Experience, at all events, strongly confirms 
its propriety. It is verj' certain that in many conditions, and 
especially in true neuralgia and spinal irritation, therapeutic 
effects vary according to the position of the poles. In cen- 
tral galvanization also, few facts are better established in my 
mind, than that certain conditions, such as cerebral conges- 
tion and forms of hysteria, may be injured rather than bene- 
fited by w^hat are termed ascending currents ; but whether 
the ill effects are due to current direction or polar action, I 
am not prepared to say. 

The effects of electrization may be divided into ^^weraZ and 
special. The general effect is that of a tonic, with a tendency 
either stimulating or sedative, according to the strength, 
length and method of application, and the character of the 
morbid condition under treatment. Undoubtedly one of the 
greatest obstacles that for many years impeded the advance 
of electro- therapeutics, w^as the prevailing and incorrect esti- 
ruate of its position as a remedial agent, it was regarded as 
more; especially a stimulant, and indicated in those conditions 
calling for an excittmt; hence paralysis was the disease, par 
excellence^ for which it was used. Valuable as this effect is, 
it is far less important than the sedative and nutritive effects, 
which are general or local, according as the applications are 
general or local. The same jirinciple holds here as with 
other remedial agencies. The sunlight and cold water bath- 
ing ini[)art their full tonic and restorative powers only when 
the whole body is submitted to tlieir influences; and it is 
(juite certain, that were it possible to localize the eftects of 
any of our internal tonics to a single limb, we should by such 
method fiiil to obtain their general therapeutical action, 
(leneral faradization and central galvanization (the rationale 
of which were considered in our remarks on Electro-Physiol- 
ogy) are manifestly the methods by which we most success- 
fully elicit constitutional tonic eftects. 

The special effects of electrization necessarily differ With 
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the varying degrees of susceptibility among patienfa. The 
usual primary efecte of the general and central method, ie a 
refreshed and moderately exhilarated feeling which may last 
6ome hours. If there are vague paina, with nervous excite- 
ment, the tendency of the treatment is to relieve ami soothe. 
Unpleasant secondary or reactive etfecta arc not generally 
experienced. In a certain proportion of cases, however, the 
patient ma\' experience some soreiiess in the inuscles of the 
upper and lower extremities, and an indefinable nervousness, 
which soon gives place to a feeling of increased strength and 
steadiness of uerve. On the temperature, the eflect of gen- 
eral faradization is to lower it when it is abnormally high. 
It acts also as an equalizer, and patients who autfer from cold 
feet and creeping chills over the body, become sensible of a 
feeling of warmth even in the midst of a seance. General 
feradization has very little influence on the normal pulse, 
but its power to reduce the frequency of the beats when it is 
abnormally high in conditions of nervous exhaustiou, is dis- 
tinctly marked. In the treatment of such cases, I hai'e in a 
seance of five minutes frequently noted a fall iu the pulse 
beat, ranging from ten to thirty to the minute. At the same 
time, the heart's action becomes more regular and stronger. 
An almost invariable accompaniment of general taradiza- 
tion and central galvanization, is an improvement in sleep; 
and as insomnia, more or less marked, is frequently associated 
with those ncnraathcnie conditions for which electricity is 
indicated, this improvement is indicative of the further bene- 
fit that w\W follow. A better appetite and increased power 
of digestion, altliough not observed so early in tiie treatment, 
is a pretty constant symptom; while through the direct me- 
chanical etfecta of the current on the intestines, and its intin- 
cnce over the secretory processes, more or less temporary and 
permanent relief is afforded in constipation. The influence 
of general faradization over nutrition, is, perhaps, in no way 
more marked, than in an occasional increase in the size and 
weight of the body, so rapid and perceptible t the eye, that 
it need not be confirmed by reference to the scales. Finally, 
through tendencies, both direct and indirect, to improve nu- 
trition, we observe increased disposition and capacity for in- 
tellectual and physical labor. 
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Preliminarj- to some practical observatioijs on inedic-al bat- 
teries, a few words may Iw said concerning "electi-o-motive 
force" and "coHBtancj," topics which, Btrictlyspeaking.ahould 
have been discussed under Electro-Physies, The strength of 
current proceeding from any cell, or series of cells, depends 
(ipon acauae not very clearly understood, which we term elec- 
tro-motive force, and this force depends upon the metals and 
liquid or liquids compoeing the battery. The Bunson element, 
consisting of zinc and carbon, immersed respectively in solu- 
tions of dilute sulphuric and nitric acid, have an electro-mo- 
tive force that may be designated by the numeral 2. The ordi- 
nary Daniell element, consisting of zinc and copper immersed 
insolutions of sulphuric acid and sulphate of copper, yield an 
electro- motive force represented by 1. These cells, with their 
variousmodifications, yield atrue.eonstantcurrentin that they 
may be used for hours with but little apjireciable decrease in 
current strength It is not so easy to estimate the motive force 
of cells composed of a single fluid, since the streng.h of cur- 
rent proceeding from them decreases so rapidlv after a com- 
paratively short usage. Zinc and carbon, in a solution of sul- 
phuric acid and bichromate of potash, yield a force represented 
by 1.4, while the Smee cell, made up of zinc and platinum, in 
a solution of dilute sulphuric acid, gives a strength of ,8. 

The great internal resistance oftcred by the double fluid bat- 
teries very much decreases their real working jjower, and they 
are not, therefore, aa suitable for the purposes of electrolysia 
as the single fluid cells. It must not be forgotten, however, 
that the essential quality of a galvanic battery, for purely 
medical purposes, is constancy, and that this quality ia 
most perfect in the cells with two fluids. Tlie reason for this 
lies in the fact that single fluid cells have no adequate ar- 
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rangement for depolarization. To a certain extent, the rough 
Biirfacea of the carbon and platinum, iu their respective combi- 
nations, prevent polarization (a phenomenon due to the evolu- 
tion of hydrogen and oxygen in the cell), but in an imperfect 
mariner only. G-radually the oxygen collects at the positive, 
and the hydrogen at the negative pole ; a counter current is gen. 
crated, and, in time, acquires a strength sufficient to com- 
pletely neutralize the original current. In the double fluid 
cells, however, a depolarizing substance, such as will readily 
combine with the hydrogen and retard its deposition on the 
negative metal, ia interposed between the two elements. 

The substances that are mainly used iu tlie difterent eon- 
atant batteries are sulphate of copper, bichromate of potas- 
.sium, peroxide of manganese, dilonde of silver and nitric aeid. 
Constant batteries are, however, usually large and heavy, and 
suitable only for the ofHee or hosjiital ; and as pi-aetitiouers, as a 
rule, desire portable apparatus, the majoriiy of those manufac- 
tured are of a single fluid only, such as are illustratedin most of 
the accompanying cuts, 

Soire anthoritiee, while admitting the euperiorty of the 
single fluid cell for electrolytic pm-poses, go so far as to de. 
ciare it essentially unflt for medical applications. This as- 
sertion I must pronounce a very groat exaggeration. In con- 
ditions calling for continuous applications of great length, 
the double cell apparatus, such as Daniell's, or one of its va^ 
rious modiflcations, ia uudonbtedly to be preferred; but in 
the majority of ordinary applications, the single fluid cell, if 
kept in good order, answers very well. Applications of fi-om 
five to fifteen minutes are, as a rule; sufficient, and for this 
length of time the current strength does not greatly decrease. 
The specialist, however, ,who is using his liatteries through 
a considerable portion of the day, must have at his command 
an apparatus which yields a truly constant current, and for 
him the double fluid cell is a necessity. Electro-motive force, 
constancy and portability, then, are the three points to be con- 
sidered iu the selection of a galvanic battery. It is to he re- 
gretted that it is so difficult to combine in a galvanic appa- 
ratus constancy with portability. Gaifl'e's chloride of silver 
battery (Fig. 1), is one of the most perfect in this respect, but 
its high initial cost is one disadvantage. 
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I have used this apparatus (Fig. 2), in my office for some 
six years. With occasional repairs, it has, on tlie whole, an- 
swered my purpose as well, if not better, than any other 
single arrangement. By means of the crank on the side, the 
cells containing the fluid are liftod to the, tjlementa and low- 
ered at pleasure. By means of the circular switch in the 
centre, any nunihcr of cells, at the beginning, middle or end 
of the series, may be included in the circuit, either with or 
without interrupting the current. 




Flu. 3. Eighteen oellxlnc carbon tmtl*!?. (Kidder.) 



This battery (Fig, 3), is readily portable, the cells being 
considerably smaller than those in the preceding illustration. 
By the slides on the left, the number of elements included in 
the circuit mtiy be increased without interrupting the cur- 
rent. By locking back one of the springs, the current is in- 
terrupted when the slide is moved. By moving the levers 
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on the right of the apparatae, the current rau be thrown rap- 
idly anil altemativ^ely iu op{A)6it<-- dinH-tiutbt. 




The ctlla of this apparatus tFig. 4), are so arraaged in see- 
lious of ten, that any one section, or any number of Bectious, 
can lie used at a time, every section being a eomplete biit- 
tcrj- in it^lf The sections are put into aetion by raisiug the 
rods at the hack. The short coiiduL-tiiig cords of the bat- 
tery are for the pnrpoae oi bringing the (.■ells into circuit, one 
end of each of them being attached to the posts marked P 
and X. The other end of the X cord is inserted in the hole 
marked 0, opposite it, and the other end of the P cords is 
lunerted in the holes of tlie number of cells desired to be 
brought into action. As it is often neccsaarj- to increase the 
intensity of the current during applications, the P curd ig 
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inadc double, bo tliat wliile one ol its pine is iiiaerted in a 
certain number, tlie other pin may be inserted in a higber 
number, thus increasing tbe current strength gradually with- 
out shock. 

This is called 
the Bartlett gal- 
vanic battery 
f (Fig S), and is a 
very convenient 
apparatus. It 
has connected 
with it a dydi-o- 
stat, which quite 
successfully pre- 
vents thespilling 
of the Bohition 
during transpor- 
tation. The ac- 
cessories, such 
as current selec- 
tors, commuta- 
tor, rheotome, 

FlG.S.T-«nlj-ruurimo™il»iibBlt«ri-.(Oil™DF.™dioMrgCo)^p_ ^^.g ^|j ^j^ 

tached. Tlie bottom of the box is a movable tray, in which 
the glass or hard rubber cells are placed. This movable tray 
is controlled by two hinged rods, which are fastened to it, 
and these by two lifting rings at the end of the rubber table. 
These rings being screwed tightly down, hold tJie cells firmly 
against the hydrostat, or being loosened, allow tli& hydrostat 
to be removed from the front of the centre of the box ; they 
also serve as handles to lift the tray of cells. 

The cells of this battery (Fig, 6), arc called the Siemens 
& Halske, a modification of Daiiiell's. This cell has a porous 
diaphragm of clay biscuit, and a packing of papier mach^ 
around the zinc. This acts not only as a sponge to hold the 
solution, thus preventing any spilling; hut by increasing the 
internal resistence, diminishes the quantity of electricity set 
free. Connected with this apparatus are two current select- 
ors, for bringing any required number of cells into the cir- 
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ciiit : a rheotonie, for ^iviiii;' -I'w •■:■ I'l-r ititiTni}itii"'ii3 to the 




galvanio curreut ; a rhLOstat, In insinis into tlie circuit resie- 
tances varying from 100 to 16 000 units; the commutator 
for changing the polaritv ot tht. curient; the galvantwcope, 
showing when the cells are giving a current, and a faradic 
coil, giving electro-magnutie cnnvnts. The cells iK-ing 
double, the current proceeding fi'um them is, of course, eou- 
Btant. 

This apparatus (Fig. 7), is run hy a Smee cell. It furnishes 
induction currents from four difterent coils of insulated wire, 
each coil consisting of a different length, thickness and num- 
ber of convolutions ; and these coils are eo arranged as to yield 
a current from any single coil, or frttm two or more consec- 
utive coils in the combination, thus making in all ten varia- 
tions in the qualities of the induced current. The priucipal 
variatious, however, number but four, viz., AB, AC, AD and 
AE. The conductors are connected with the two front me- 
tallic posts, as shown in the figure, and the current from any 
Bpecial coil, or from any combination of coils dosiredj is 



ELECTRO-MEDICAL APPARATUS. 



elected from the metallic posts A, B, C, D and E, by means 
of the two switches 3-4, which are iusulated fi-oin each other 
at their common pivotal end. The switch 5 {resting on the 




the weaker degree of power, and in each cnae the power la 
further varied t« any desirahle degree by the tubal plunge, 
the extreinitj" of whicli is shown at the end of the box oh the 
right. The switch 6 will reverse the direction of any cur- 
rent in use. The spring interrupter is of tempered steel, on 
whicli is riveted a platinum plate, to which the current is car- 
ried through a platinum pointed screw ; underneath tlie ham- 
mer of the spring is a screw, forming a part of the elettro- 
nmgnet, which screw can be turned up or down, to be out of 
the way of the hammer when vibrating, and yet be near 
enough to secure good and regular vibrations. 

This (Fig 8), is 
a very compact 
anil convenient 
apparatus. The 
helix stands up- 
right in one end 
of the ease, wliere 
it is bin ged. 
When the helix 
ifl lowered to the 
liorizontal poHi- 
tinn, as seen in 
the figure, it be- 
F,oe. Small F.r.dic. (Kidd«., couies connectfid 

with the cell in the adjoining compartment, by means 
of springs underneath the binges. It is run by a Smec bat- 
tery. 

This appa- 
ratus {Fig. 9), 
is sufficiently 
small to be 
carried in the 
overcoat 
pocket,andin 
Home respects 
is an improve- 
ment on the Fio. 8. MudUallanaf naiOViFiirBdiu 
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French mathine. The instrument operates by means of a 
solution of Ijisulphato of mercury acting on zine and carbon, 
and is, therefore, so far as relates to the motive power, sim- 
ilar to GailFe's celebrated machine ; but the helix and rheo- 
tome are peculiar to the manufacturer's larger batteries. The ■ 
merit of this apparatus consists in its ingenious combination 
of old and new ideas, resulting in the construction of an in- 
strument whick,for its size, yields a current unsurpassed in 
strength and variation of quality. 




Fro, 10. Faradlc Appanilus. (GolTaDO Fariidlc MCg Co 



This apparatus (Fig. 10), has two cells, which may be 
united when greater power is desired, or in case one becomes 
broken or exhausted, the other is in reserve. The elements 
are zinc and carbon immersed in a solution of sulphuric acid 
and bichromate of potash. It has the elastic f.>rb, used for 
giving slow and distinct shocks, as well as quick vibra- 
tions at the will of the operator. It has also the usual rhcio- 
torae attachment by which the current is still further modified. 
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TliiH rheostat (Fig. 11) consists simply 
of a column of water, intcrposod in tlio 
circuit, and eo arranged that the di:?- 
tances l>etween the extremities of the 
metals tliat close the circuit thn:ingh the 
water can be iucreiised or diminished at 
plejisure. This is a verj- usefid contriv- 
ance, and although by no means so pre- 
L-ise as the more coniiilicatcd stopper 
rheostats, is yet sntBcient for many, even 
I tlic more delicate jiurposea of electro- 
therapeutics. 

H(. II ll)Ur.,-t.llt.,sl»l 

Ehrtrodes. — The following illustrate a variety of electrodes 
that arc useful in practice (Kidder) : 
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Neuralgia. — The success achieved in the treatment of neu- 
ralgia by electricity has been most brilliant. While failures 
follow the most skillful manipulations, and exacerbations of 
pain not infrequently result from careless and ill-directed ap- 
plications, it is safe to say that the great majority of neural- 
gias, not dependent on serious organic lesion, yield readily 
to the proper electrical treatment; and in many cases, the 
distressing pains, dependent on central structural changes are 
very decidedly alleviated also. The relief of pain is one of 
the prime functions of medicine; and the question, therefore, 
as to the form of current best adapted for this purpose is of 
much importance. 

There can be no question that galvanism has a far wider 
range in this direction than faradism ; yet, in consideration 
of the fact that the latter has been so ignored, it seems neces- 
sary to say a word in its defence. My experience will 
not allow me to doubt that faradism is not only invaluable 
in many forms of pain, but in certain conditions relieves, 
where galvanism is not only useless, but worse than useless, 
since it serves only to exaggerate the existing distress. When, 
tlien, a case of neuralgia presents itself for electrical treat- 
ment, two questions at once arise : 1st. What form of cur- 
rent i« indicated? 2d. What method of application? 

True neuralgia, as defined by Anstie, is, ^vithout doubt, 
most successfully treated by galvanism ; while hysterical neu- 
ralgia and the so-called pseudo-neuralgias, which are simply 
forms of i>ain, occupying certain areas, and running seeming- 
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Ij" in tiie dirocdou of ccrtaiii nei-ves, yield most readily to 
tiiradism. 

More speoifically, the effects of pressure in the various 
forms of neuralgia ure exceedingly useful as guiding symji- 
toraa, indicating the proper current. I do not, by any means, 
lay it down as a universal law, but it will certainly be found 
that in the great majority of cases of neuralgia, where firm 
pressure over the affected nerves aggravates the pain, the 
galvanic current is indicated; while the taradic current has 
the greater power to relieve, when such pressure does not 
cause an increase of pain. 

In the class of cases called sometimes hysterical hypenes- 
thesiw, it is well known that firm and prolonged pressure 
affords marked relief, while pressure, superficiallj' applied, 
incieaaes the distress. The faradic current is here infinitely 
superior to the galvanic. The following case, one of the first 
tliat led mo to note the significance of this symptom of sensi- 
tiveness to pressure, is a good illustration of this general 
statement. 

Case I. — Mrs. S., aged about 60, had for several yearB suf- 
fered at frequent intervals, from a moat severe form of facial 
neuralgia for which she had failed to obtain permanent reliet^ 
The associated symptoms were nausea, vomiting, vertigo, 
and occasionally the pains were so severe as to cause com- 
plete loss of consciousness. The pain seemed to start from a 
point near the right ala of the noae, and thence radiated in 
all directions — to the temples, eyes, ears and neck. These 
paroxysms occurred every tew days, with occasional remis- 
sions of two or three weeks, and lasted from two to six and 
eight hours. Notwithstanding the severity of the attacks, 
the affected surface was not at all sensitive to the touch ; on 
the contrary, pressure afforded considerable relief, A mild 
faradic current, not sufficiently strong to cause decided mue- 
calar contractions, was applied (the lingers being used as 
electrodes) to the point where the pain took its rise, and re- 
sulted in an immediate alleviation of pain. The patient was 
ill this way treated from one to three times a week — accord- 
ing as it was convenient — for two months, during which time 
she had but two slight attacks. From this time, she remained 
Gotii'cly free from them for six months, when they began to 
iGGiir in a modified foi-m. The same method of treiitment 
van resumed and effectually dissipated all remaining tBn{ien' 
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cy to a reeurrcDce. Por ^'ree years she has Dot sufiered. 
thie case, previous to resorting to the faradic, a mild galvanic 
current was applied, hut with uo result otherthan to increase 
the pain. This experieuce was repeated, conclusively prov- 
ing the inadaptability of gidvanism to tho case. 

As a fair example on the other hand of the value of gal- 
vanism, I record the following, which has juat r^secd from 
under my care. 

Case il. — Mr. L., aged 28, of slender build and delicate 
constitution, was sent td me by Dr. Juan B. de Landeta, of 
New York. As an employee of the Western Union Tele- 
graph Company, his main labor was in the use of the pen ; 
but he suffered so acutely in his right arm from severe dart- 
ing and aching pains, that it was feared be would be unable 
to retain his position. The symptoms manifested themselves 
in a mild form some six months pre\'ious]y, and had gradu- 
ally increased in severity, not«nthstauding the efforts that had 
been made to relieve him. Upon examination, I found con- 
siderable muscular atrophy juat below the spine of the scap- 
ula, and extendiug some distance along the middle and lower 
border of the deltoid muscle. There were three distinct 
areas, where pain was pretty constant, viz,: the poiut wliere 
the atrophy began, just below the spine of the scapula; near 
the external condyle at the elbow ; and at the wrist. At these 
points, pressure always caused more or less pain, and at times 
this sensitiveness extended the whole lengtn of the arm. 
Placing the positive pole just above the first point of tender- 
ness ou tlie upper arm, and the negative immediately below 
the second tender spot at the elbow, I gradually, but without 
interruption, increased the number of cells included in the 
circuit, from five to eighteen. After the current had reached 
this maximum of strength, it was allowed to pass steadily for 
two minutes, and then the number of cells gradually decreased 
to one. Bemoving the electrodes, I now placed the positive 
pole immediately above the second area of pain, near the el- 
bow, and the negative just below the third jtoint of tender- 
ness at the wrist, and gradually included cells in the circuit 
to the number of twelve, and after two minlites, decreased 
the current strength as before. The whole length of the 
seance, including the process of increasing and decreasing 
the current was but eight minutes. Improvement was mani- 
fest from the first appueatiou, and at the present time, after 
twelve applications administered during the course of a 
mouth* the cure ia complete. 
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I h.ive bceti tlma minute in detail aince this method of ap- 
plication may be taken as typical of very many that are called 
for in nuura^gic coses. There is no special law aa to the num- 
ber of cells to be used ; but it is a very important general 
law, that the strength of current should not be carried to the 
point of pain, and as there are such wide degrees of suscepti- 
bility among individuals, the current strengtli necessary, 
must be determined anew in every case by the physieiaii. 

In this latter case, the applications were stabile through- 
out, for the reaaou that from the beginning thete was mani- 
fest improvement, and there was, therefore, no good reason 
for changing the method. If, however, there bad been no 
benelit, or but very slight, it would have been proper to have 
used the labile method, thus bringing the whole length ot the 
arm snccessively in contaet with the electrodes. In pursuing 
this course, the sponges must be pressed with great iirmness 
on the skin, and drawn with a slow, steady and equal motion; 
for it will be remembered that every change in the position 
of the poles causes some disturbance of the current analagoua 
to an absolute interruption, and is therefore often contra-in- 
dicated in some irritable conditions; and in the case just 
cited, would, in all probability, not have proved nearly ao 
efficacious as the stabile method. 

Choiea (St. Vitus dance). — I know of no disease in which 
there are stronger indications for the nae of electricity than 
in cases of chorea that have assumed a chronic form. As ia 
well known, the majority of cases occurring in children re- 
cover either spontaneously, if proper care is exercised, or 
through the administration of some nerve tonic ; and the test 
of the obstinacy viith which this disease will resist treatment 
is not BO much the severity of the chronic disturbance as the 
length of time it has continued. 

We may meet siiiply, a slight twitching of the corner of 
the mouth that has lasted for years and proven itself abso- 
lutely incurable; while the most violent paroxysms, associated 
with frothiitg at the mouth and inability to articulate, may, 
under treatment, disappear in a few weeks. It is the readi- 
ness with which the ordinary case of chorea tends to recover, 
quite as much as the efficiency of remedies, that has given 
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such repute in this condition to varioue niedicineH, sueli as 
iron, zinc, arsenic, etryehuia, etc. The surprieiug lack of 
unanimity of opinion concerning tlie treatment of this disease 
confirms more than anything else this belief in its general 
tendency to recovery. When, however, a ease (be the move- 
ments general or local) has continued without amelioration 
for several months, it may be considered chronic, and will be 
more or leas difficult to cure. In such a case, I regard elec- 
tricity, in some form, far superior to any and all other meth- 
ods of treatment, and in other places have reported many re- 
coveries. 

The two methods of treatment that in my hands have been 
most effieacioua ai'C, general faradization and central gal ^ani- 
zation, at times associated with local galvanizatioti. While 
the ascending galvanie cun-ent is to bo preferred in the treat- 
ment of chorea located in a single limb or group of muscles, 
I very eonlideutly assert that general faradization is far more 
efficamiQS when the disturbances are general. If thy appli- 
cations are skillfully made, and the seances carefully gradu- 
ated, it may be made to act both as a tonic, and as a sedative 
to allay irritability and induce sleep. The following ease has 
been already reported, but as it illustrates more completely 
the above statement than any more recent example, I venture 
to give it again. 

Case III. — Master N., aged 10, wbs sent to me by Dr. J. 
0. Farrington, of Kcw York. Some two months previous 
to this time, certain abnormal movements, such as starting 
suddenly to his feet, throiving out a hand or a foot, etc., were 
observed by the teacher of the boy. Two weeks subsequently, 
the patient was seized with well marked choreic symptoms 
of the right side of the body, and in two days the disturbance 
extended to the opposite aide. So constant and violent were 
the movements of bia arma and legs that it was impossible to 
keep bim on a bed or sofa. It was necessary to place him 
on me carpet, surrounded by infiated rubber bags. Intelli- 
gence seemed to be perfect, but the power of speech was lost, 
and the suflerer made known his wants by impatient cries 
and ill-directed motions. Sleep was impossible without the 
nightly administration of an opiate. Contrary to judgment, 
but by suggestion, I began treatment by the use of a mild 
galvanic current, directed to the base of the brain and the 
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. spinal tract ; but this method 8er\'ed ouly to aggravate the 
child's condition. I then resorted to the faradic current by 
the method of general faradization : but so violent were the 
involuntary movements in the limbs and body of the patient, 
that it was with difficulty that he could be held in a sitting 
posture, and his feet kept on the copper plate to whicli the 
negative pole was attached. The applications were general, 
every portion ol'tlie body, from the head to thi teet, being 
influenced on each occasion. Improvement appeared from 
the very first. He was at once enabled to sleep soundly, al- 
though the opiate was reduced one-third, and after the fourth 
application, it was dispensed with altogether. In the course 
of three weeks, during which time lifteen applications were 
given, the case was so far improved that the patient was able 
to utter distinctly, words and sentences. The choreic symp- 
toms were so much diminished, that the boy could eit quietly 
and alone, and during an application waa able to command 
the movements of his body and feet. Improvement contin- 
ued during the administration of a few more applications, 
when the child was taken to the sea shore, where in two 
weeks he quite recovered. 

After having enjoyed excellent healtli for a year and a half, 
■he suffered from a second attack. He was immediately sub- 
mitted to the influence of general faradization, and recovered 
more rapidly than before. It is now several years since this 
last attack, without symptom of a relapse. 

Hysteria. — It is generally acknowledged that the various 
conditions associated with hysteria, such as pandysis, con- 
tractures, anEesthesia and bypersesthesia, are more or less 
amenable to electrical treatment, either general or local. 
Hysterical hiccough or cough, aphonia and incontinence of 
urine, frequently call for localized electrization, although 
these symptoms may yield under general faradization or cen- 
tral galvanization, no special attention being given to the" 
affected parts. 

It is not BO well understood, however, that the general dis- 
ease itself calls for this form of treatment quite uniformly, 
and in many cases is speedily and permanently benefited. 
As the disease is constitutional, constitutional treatment is 
called for; hence general faradization and central galvaniza- 
tion are the methods chiefly indicated. The very remarkable 
results that may follow this method of treatment are illas- 
tiatcd ty the following: 
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Case FV. — Mrs. A., aared 30, wns bmught to me by her 
frieiiilB for the relief of au liysterieal conilitiiin, unusually 
persistent and varied in its manifi3statious. She was the 
mother of four children, and until within three years, had 
enjoyed a fa:r degree of health. She complained of intense 
neuralgic pains, shifting anjestheeia, indigestion and flatu- 
lence, associated with the most prolound mental deprcBsiou, 
and prolonged paroxysms of violent weeping. She was fre- 
quently subject also to violent attacks of screaming, followed 
by a condition of utter exhaustion, in which the jmlse waa 
l)arely perceptible. Tliere were many other minor points of 
interest, hut the above are sufficient to give an idea of the 
lamentable state into which this patient had fallen; and tak- 
ing into consideration tbe fiict that for three years there ha3 
l>een no amelioration, hut a elow and steady exaggeration of 
every symptom, the results of treatment were highly satis- 
factory. In attempting general faradization, it was founil 
that the patient waa bo exceedingly sensitive, that the vi^i'y 
slightest current was quite unendurable. After several ut- 
temptsitwasahandoned,andcentral galvanization substituted. 
A current from six Siemens and Halske's cells excited the 
metallic taste, increased the flow of saliva, and caused gentle 
pricking, but no unpleasant effects whatever. In less than 
two weeks, she had, to a considerable degi-ee, overcome the 
tendency to depression and weeping, and hatl not once given 
way to the disagreeable habit of screaming. At this stage, 
upon attempting general faradization, it was found that she 
was able to endure it without discomfort, and it was therefore 
repeated at alternate seances, Every symptom, including 
the neuralgia and digestive disorder, improved rapidly, and 
the ])atient was discharged within two months, approximately 
recovered. 

Suclv rapid cares in eases of great severity and long dura- 
tion are, of course, not every day occurrences ; but I have re- 
ported a number of cases equally interesting, and notably, 
one on page 440 of our larger work,* which was, in ita de- 
tails, an almost exact counterpart of the one just I'elated. 

Spinal Irritation. — Of the many atfections allied to hya- 
teria, H]iinid irritation is one of the most prominent, and is 
often associated with it. When it is simply a lesser symptom 
of hysteria or nervous exhaustion, it cannot claim a distinct 
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nomendature, and does not L-all for epeeial consideration in 
treatment. When, however, the spinal tenderness and the 
pymptonie that directly How from it overshadow other accom- 
panying conditions, it claims a place as a distinct disease, and 
should he treated accordingly'. Spinal galvanization, with 
labile currents iu a descending direction, rarely fails to effect 
a cure. Indeed, there is hardly a disease iu which there is 
80 little doubt as to the treatment indicated, and the proba 
ble benelit to be derived. 

Case V. — Miss was sent to me by Dra. A. E. M. Purdy 

and F. P. Kinnicutt, of New York, and also by Dr. P. C. 
Barker, of Morriatowu, N. J. This youn^ lady was of an 
exceedingly delicate aud sensitive organization, and for a 
number of years had suftered from spinal irritation, with va- 
rious accompanying symptoms. The tenderness along the 
Bpine was almost continuous, and firm pressure in several 
special areas caused great pain. The patient complained of 
palpitation and breathlesaness, weakness with low spirits and 
other distressing symptoms which she described as "sinking" 
feelings — an expression which is sufficiently suggestive to 
those who have had much experience in this class of eases. 
There was occasional nausea, with flatuleuce and loss of ap- 
petite, together with sharp neuralgic pains. Very slight ex- 
ertion caused utter exhaustion. Treatment by the method 
mentioned above was immediately begun, and with some va- 
riation continued for three months. This variation consisted 
in alternating, just so soon as there began to be a decided 
diminution of the spinal tenderness, general faradization with 
spinal galvanization. Amendment began to show itself in a 
few weeks, and when at the opening of summer, the patient 
left for the country, she had gained immensely in strength, 
and was, in the main, relieved of the annoying symptoms 
that had so long distressed her. Improvement steatlily con- 
tinned, and she is now enjoying as vigorous a degree of 
beaith as at any previous time of lier life. 

Epilepsy, — It would be too much to say that electiization 
constitutes an essential or even recognized method of treat- 
ment in epilepsy. It has been used successfully to oppose 
certain symptoms which occasionally accompany it, such as 
tremors, paresis, contractures, etc.; and in slight epileptoid 
seizures, good results come from stimulation of the peripheral 
DOn'ea by means of the faradic current. 
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I Lave, however, for a long time believed that electricity, 

either alone or in conjunction with approved methods of 

treatment, might be more directly efficient in the treatment 

of this intractable disease. The exact measure of benefit 

that we may hope to derive from its use, I do not pretend to 

say. My observations are simply suggestive, and in a late 

number of the New York Medical Record (April 6, 1878,) were 

given in some detail. 

Case VI. — In one case, that of a child, bromide of potas- 
sium was at first given, and pushed until the face was covered 
with acne. Under this treatment she improved very deci- 
dedly through several weeks, and then rather quickly re- 
lapsed. I then submitted her to central galvanization and 
s^eneral faradization, alternating the methods and allowing a 
day to intervene between each application. She improved 
much less rapidly than under the bromide, but this improve- 
ment was retained, and in eighteen weeks from the beginning 
of treatment, she had quite recovered, as proven by the fact 
that she has now gone four years without an attack. 

Case VIL — In the second case, no bromide was given by 
me, but it had been used ineflfectually in the past. The man 
was under treatment two months. The attacks, which had 
been occurring twice a week, gradually decreased in fre- 
quency and severity, until the cessation of treatment. Five 
months subsequently, the patient called at my office looking 
well, and stating that he had had no further paroxysm. 

Case VIIL — The third case was an unmarried lady, aged 
30. She seemed a confirmed epileptic, since for five years 
she had suflTered from the attacks with increasing severity. 
Dr. Geo. J. Fisher, of Sing Sing, Ifew York, had the case in 
hand for a number of years, and had given it thorough and 
judicious treatment. The bromides of potassium and sodium, 
of each ten grains, three times a day, she had taken for a 
long time During the month previous, she had three at- 
tacks, and was feeling certain premonitions when I submitted 
her to the additional treatment by electricity. I did not feel 
justified in discontinuing medicine, and therefore substituted 
the following: formula: 

Potassee bicarbonatis 5\j . 

Ammonii bromidi 5vij. 

Potass, iodidi 5iij. 

Potass, bromidi .5iij. 

Infus. calumbee ^British) 0j. 

M. — S. Teaspoonful three times a day. 



The patient was exceedingly nervous and despondent, and 
it was evident, that if in no other way, electricity might 
prove of service aa an adjnnct to allay irritability, and as a 
general tonic. I treated her every other day for three months, 
alternating central galvanization with general faradization. 
I then gave her an interval of rest for three months, during 
which time she had an attack occurring about six months 
from the last. After a second three months' treatment, 
aiKither interval of rest was allowed, followed hy a third se- 
ries of treatment, continued through three months. 

She has not had a second attack, and as nearly two years 
have passed with but oue seizure, we are liopettil of ultimate 
results. It is worthy of note tbat after the two methods of 
treatment wore combined, tbe bromie acne was hardly per- 
ceptible. 

Exophtbalmlc Qoltre. — Graves' disease, which is supposed 
to be due to ennervation of the sympathetic, is almost inva- 
riably benefited by galvanization. It is to be regretted that 
the remedy is not more uniformly resorted to in this condi- 
tion. Prom time to time, we see in our medical journals re- 
cords of cases that have been more or loss relieved in this 
way ; and abroad, among others, both Ziemssen and Wietfeld 
have reported many successes. During the past lew years, I 
have treated quite a number of such cases, and while the en- 
largement of the thyroid gland and the exophthalmia does 
not by any means always disappear, the violent palpitation 
which constitutes tbe most distressing symptom is decidedly 
and permanently alleviated. My method of treatnient is to 
place one pole (the positive) just above tbe aixth cervical ver- 
tebra, and the other in the auriculo-maxillary fossa, gradually 
drawing it along tbe inner border of the stern o-cleido-mastoid 
muscle to its lower end. A mild current (from five to ten 
cells) should be used here, and for a short time only, say two 
to three minutes. Removing now the negative pole to the 
region of the solar plexus, tbe number of cells may be in- 
creased to twentj', and sometimes oven thirty, and the cur- 
rent allowed to pass for several additional moments. 

TortlcolUa (Wry Neck). — This disease, after it has become 
thoroughly established, is exceedingly obstinate, and fre- 
quently, if not generally, resists every form of treatment, sur- 
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gical included. In its earlior stages, liowever, it may be 
cured by electrical treatment alone. Tlie following case il- 
lustrates its efficiency : 

CieB IX.— Miss B'., aged 20, was directed to me by Dr. W. 
W. Jones, of New Yoi-k, A month previous, she caught 
cold in the neck trom a draught of air wliite at a concert. 
For a week suhHcquently, she would, every few moments, in- 
voluntarily turn her head to the right, until tinally it became 
fi-sed in this position. From the fact that she was not pre- 
vented from turning her head, simply from pain, and that 
when it was brought to the proper position by taradizing the 
muscles, no [tain was caused, we concluded that we had not 
to deal with a common stifl" neck resulting from rheumatism, 
but with tonic apasm of a nervous character. The muscles 
of the neck on the side towards which the bead was turned, 
Iiad apjircciahly atrophied, while ou the opixjsite side they 
were hard and enlarged. These latter muscles exhibited, as 
usual, increased electi'o-muscular contractility, while oil the 
right side, towards which the head was turned, coutraetilitv 
was diminished. The above phenomena represent fairly, "l 
think, what are usually observed in the earlier stages of the 
disease, and the following treatment is typical of what I have 
successfully employed in a number of similar cases. At each 
sitting, the muscles of the left side (those that were large and 
prominent) were submitted to mild galvanization for a mo- 
ment or so, while the contracted steruo-cleido-maBtoid mus- 
cle of the right side, towards which the head was inclined, 
was faradizod with sufficient force to eause a relaxation of 
muscular libre, allowing the head to turn gradually to its 
natural position. Upon removing the electrodes after the 
current had passed several minutes, the head would retahi its 
position without the conscious aid of the patient's will. After 
an interval of some five minutes, it would again turn to the 
right. The [latient rapidly improved, and after two months 
of trt'iitiiiL'Ut, li:ul i|uitL' recovered. 

Diseases of the Organs of Digestion ( ST ervous Dyspepsia). — 
The results obtained by general taradizatioii, sometimes sup- 
plemented by central galvanization, in the temporary and 
permanent relief of nervous dyspepsia, are often (juite re- 
markable. In tliis, and in tact in most of the ordinary diffi- 
culties associated with the digestive tract, the faradic current 
is more especially indicated; and one reason is, that it acta 
more vigorously on the muscles than the galvanic, and there- 
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fore produeea more powerful mecLaiiical effects, with passive 
exemse of all the deep tissues. In most cases of nervous 
dyspepsia, general faradization relieves, not so mueh by vir- 
tue of its influence on the stomafh (although it directly affects 
it), as by its influence on the nervous condition of which the 
dyspepsia is a symptom. 

Constipation and Nausea. — Both the constipation and nau- 
sea tliat are so frequently asaoeiated with, and constitute a 
part of nervous dyspepsia, are disposed to yield rapidly and 
permanently to electrization. In claiming for this method of 
treatment peculiar powers in these digestive disorders, it must 
be borne in mind that reference U made only to that variety 
dependent upon a special nervous diatheeia. In some forms 
of dyspepsia and constipation, electricity either fails to give 
groat I'clief, or does so only after the exercise of mucli par 
tieiice, or as an adjunct to other remedies. In atonic condi- 
tions of these, as well as of other organs, electricity is strongly 
indicated, and seldom fails to be of more or less service. The 
following was, in its symptoms, more or less characteristic of 
those dyspeptic conditions in which electricity achieves its 
best results. 

Oasb X. — Mr. A., aged S5, had suffered from digestive 
disorder for several years. He appeared in good flesh, but 
every movement imlicftted a highly nervous organization. 
When entirely free from all worry and excitement, he suffered 
comparatively little, and could take food with some degree of 
eorafort; hut following even slight meutal disturbance, he 
experienced a feeling of heaviness and pain after meals, more 
or less nausea and vnniiting. Haliileuce with enormous dis- 
tension of the howcl:^, tiii;irinT witli the most obstinate con- 
stipation. Nothing hut t'lmipUti' mental rest would relieve 
these symptoms more than [lartially and temporarily; hut it 
was an interesting fact, and one, I think, very rarely observed, 
that a tifteen-grains dose of hydrate of chloral wouhl uni- 
formly result m at least one free evacuation, and a very great 
diminution for the time being of the flatulence and disten- 
sion. 

As in this case almost every remedy conceivably apprnpri- 
ute had bi^en laidnuder contribution, it only remained forme 
to test tlio efficacy of electrization. On testing sensation by 
llio fiinuiic oun-ent (which in a diagnostic way is far more 
useful iu this disease than the galvanic), it was found that, 
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•' .nflv result from attacks of ei'rehro-spinal menin iritis, 

V Iiflicrhi iUid intermittent fever. For the relief of the va- 
/ ! I <vnipti>nis tliat follow the tirst-named disorder, rv;r?^;v/- 

>//«// ///«''"'",'/'^'^« ' *'^''y almost alone on central and spinal 
tr-iIvanizi»tion. In the i>aralysis that folU>ws diphtheria — 
^ lietiier i>f the si)l't palate, vocal cords or extremities — fara- 
(Ii/:irion will, as a rule, acconiplisli everythintr, althou^irh I 
li:ivo nu'l with eases of such severity as to denumd the per- 
sistent use of the iralvanic current. In i>ne notable case, 
siieh a ]»ri^round impression had heen made on the symjia- 
ihelii' ncrviHis system, that on every extra exertion, the judse 
wiMiid rise ti* 1(10, and as suddenly sink to less than 00 beats 
ro the minuti'. In this case, general faradization speedily 
elfci'ied a ri'volution in the condition of the patient. In 
rhnnir cttunt df intentiittcnf fevt-r,, when quinine and other 
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tonics have failed to entirely arrest the symptoms, and to 
build up the system, I have seen undoubted benefit arise from 
the use of general faradization. It is not claimed that this 
treatment has any special or rather specific effect on the ma- 
larial poison ; but that, by virtue of its constitutional tonic 
powers, and through its beneficial influence over the processes 
of secretion and excretion, it gives tone and strength. 

Diseases of Women. — Almost all the diseases peculiar to 
women have been treated by electricity, and if the many re- 
markable results recorded could be accepted as typical of the 
ordinary effects of electrization, it might be almost considered 
a panacea for this class of cases. Engorgements and flexions, 
prolapsus and atrophy, have all, in turn, been treated with 
more or less success ; but in the majority of cases of en- 
gorgements and displacements, at least, this success has fol- 
lowed, w^hen the electric treatment has supplemented, and not 
superseded, other and more thoroughly approved methods of 
treatment. The rationale of whatever success may be attri- 
buted to electrization in certain female diseases, is, at all 
events, suflScientlv clear. 

Prolapsus Uteri. — If, in prolapsus, benefit accrues, it is due, 
in part, to the chemical and mechanical effects of the cur- 
rent on the structure of the uterus, and in part to the tonic 
effects on the ligaments and vaginal walls. 

Engorgements, — The contracting influence of electricity 
over involuntary muscular tissue, is a strong physiological 
argument in favor of the use of this remedy in uterine en- 
gorgements, and its well-attested power to improve nutrition 
and develop muscle, recommends its use in uterine atrophy. 

Undeveloped Uterus. — In two cases of this class that were 

examined, both before and after treatment — one by Dr. For- 

dyce Barker, the other by Dr. T. Addis Emmet — the results 

of applications directly to the organ ^^ ere very decided. 

Cases XI and XII. — Miss H., aged 35, had suffered from 
lifelong irregularity of menstruation, accompanied by much 
pain. The case was carefully examined by Dr. Barker, and 
his measurement, which I subsequently verified, found the 
uterus to be but one and three-fourths of an inch in length. 
After thirty intra-uterine and intra-vaginal applications with 
the faradic current, extending through four months, a second 
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wheu applied very mildly, it caused a peculiar and unpleasant 
sensation in the epigastric region ; and j^et pressure alone 
was not disagreeable. In passing the electrode down the 
spine, a "sinking" sensation was experienced; and when 
one electrode was applied to the cilio-spinal centre, a decided 
feeling of nausea followed. These phenomena I regard of 
importance, since they are very frequently met with in the 
various manifestations of nervous dyspepsia. 

The patient was at once submitted to general faradization 
in its most thorough form. The immediate result of the ap- 
plication was considerable faintness and nausea, which did 
not pass entirely off for over an hour. Two days subsequently, 
when seen again, the patient reported a most remarkable 
change. The bowels had moved freely, passing also a great 
quantity of gas, and resulting in an almost complete disap- 
pearance of the distension. These symptoms had, however, 
returned in somewhat less force, when he presented himself 
to renew the treatment. A second application resulted in 
similar relief, followed by a return of symptoms, but of much 
less severity than usual ; and in this way the case progressed 
until after having received twenty-five applications, the ten- 
dency to these recurrences seemed to be almost entirely over- 
come. 

Sequelae of Acute Diseases. — Electricity is often directly 
and rapidly efiicacious in dissipating the effects that follow 
certain acute diseases. My own experiisnce in this direction 
has been confined mostly to the persistent symptoms that 
frequently result from attacks of cerebro-spinal meningitis, 
diphtheria and intermittent fever. For the relief of the va- 
ried symptoms that follow the first-named disorder, cerebro- 
spinal meningitis^ I rely almost alone on central and spinal 
galvanization. In the paralysis that follows diphtheria — 
whether of the soft palate, vocal cords or extremities — fara- 
dization will, as a rule, accomplish everything, although I 
have met with cases of such severity as to demand the per- 
sistent use of the galvanic current. In one notable case, 
such a profound impression had been made on the sympa- 
thetic nervous system, that on every extra exertion, the jjulse 
would rise to 160, and as suddenly sink to less than 60 beats 
to the minute. In this case, general faradization speedily 
effected a revolution in the condition of the patient. In 
chronic cases of intermittent fever, ^ when quinine and other 
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tonics have failed to entirely arrest the symptoms, aud to 
build up the eystein, I luive seen uiiduuhted benefit arise from 
the use ot genera! faradization. It ie not claimed that this 
treatment has any speeia! or rather specific eft'ect on the ma- 
larial poison; hut that, by virtue of its constitutional tonic 
powers, and through its beneficial influence over the proeessea 
of secretion and excretion, it gives tone and strength. 

Diseases of Women. — Almost all the diseases peculiar to 
women have been treated by electricitr;-, and if the many re- 
markable results recorded could be accepted as typical of the 
orainary etfects of electrization, it might be almost considered 
a panacea for this class of cases. Engorgements and flexions, 
prolapsus and atrophy, have all, in turn, been treated with 
more or less success ; but in the majority of cases of en- 
gorgements and displacements, at least, this success has fol- 
lowed, when the electric treatment has supplemented, and not 
superseded, other and more thoroughly approved methods of 
treatment. The rationale of whatever success may be attri- 
buted to electrization in certain female diseases, i8, at £ill 
events, sufficiently clear. 

Prolapszts Uteri. — lt\ in prolapsus, benefit accrues, it is due, 
in part, to the chemical and mechanical ettecte of the cur- 
rent on the structure of the uterus, and in part to the tonic 
eftecta on the ligaments and vaginal walls. 

-Engorgements. — The contracting inflnence of electricity 
over involuntary muscular tissue, is a strong physiological 
argument in favor of the uae of this remedy in uterine eu- 
gorgeiTients, and its well-attested power to improve nutrition 
and develop muscle, recommends its use in uterine atrophy. 

Undeveloped UteruB. — In two cases of this class tliat were 
examined, both before and after treatment — one by Dr. For- 
dyce Barker, the other by Dr. T. Addis Emmet — the results 
of applications directly to the organ \\ere very decided. 

Cases XI and XH. — Miss H., aged 35, had suftered from 
lifelong irregularity of menstruation, accompanied by much 
pain. The ease was carefully examined by Dr. Barker, and 
his measurement, which I subsequently verified, found the 
uterus tn be but one and three-tburths of an inch in length. 
After thirty intrn^uterine and intra- vaginal applications witii 
the faradie current, extending through four mouths, a second 
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measurement bv Dr. Barker indicated an increase of one- 
half an inch in the length of the organ. Along with this 
increase in size, the menstruation became more regular, and 
was attended with but little pain. 

In the ca«e examined by Dr. E;nm3t, substantially similar 
results were obtained as regards development. The asso- 
ciated symptoms were anienorrhoea with profound mental 
depression. As the uterus developed, the meases returned, 
and the condition of mind improved. 

The diseases of women, however, for which electricity has 
been most frequent successfully used, are amenorrhoea, dys- 
menorrhoea and menorrhagia. 

Amenorrhoea. — ^In offering a favorable prognosis in any 
given case of amenorrhoea, it is assumed that no serious 
pathological condition exists. In cases associated with, and 
more or less dependent on, aneeniia or chlorosis or nervous 
exhaustion, the important thing is not to specially stimulate 
the uterus, but to change the constitutional condition, which 
is the cause of the suppressed function. Accordingly, the 
treatment by general faradization, combined with such inter- 
nal medication as may be specially called for, is.generally suf- 
ficient without applications directly to the uterus. 

In those cases that call for internal applications, one pole 
may be applied to the os, by means of an insulated cup- 
shaped electrode, or to the interior of the uterus by the intra- 
uterine electrode, while the other is applied to the abdomen 
above the pubes, and alternately over either ovary. 

Dysmenorrhcea. — In neuralgic dysmenorrhoea, the prognosis 
is quite uniformlj^ good. Indeed, the results are trequently 
most brilliant, and follow after j-ears of ineffectual efforts by 
other means, to relieve the periodical seasons of distress. In 
my own experience, I have observed successes follow various 
methods of treatment with both currents. As a rule, how- 
ever, the galvanic is far more effective than the faradic in 
affording relief, although in many cases I have found it use- 
ful to alternate the two. Internal applications also must fre- 
quently be resorted to ; yet, some of the most striking results 
come from simple external applications. 

Case XIII. — In the case of a young ladv, aged 22, sent to 
me by Dr. George A. Peters, of New York, menstruation 
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)P years beeu attended with severe pain. No examina- 
tion was made; neither were any of the appHeatinns inter- 
na]. General Ihradiziitidn alternated with external localized 
galvanization in the interval between the periods, rceulted in 
an entirely painless in L^nstr nation. 

From ainon^ many nnpubliehed cases, I desire to tran- 
scribe one that is still under observation, for the reason that 
it presents points of interest that are seldom found. 

Case XIV. — Mrs. — , aged 28, was scut to me tor electii- 
cal treatment by Drs. John T. Metcalfe and T. G. Thomas. 
The patient was large and well nourisbed, and presented 
every appearance of one in vigorous health ; yet there hail 
beeu in the past a very considerable demngemeut of her ner- 
vous equilibrinm. Tlicri.' was usikiIIv only wlight pain pre- 
ceding the onset of mciisinmlion, iii'-i\Msing a little as it 
made its appearance. Inal»iul lijrly-cii;lil Imnrs, the distress 
became very great, and coiitiiiut'il without abatement, for 
aevend days up to the cessation of the eatamenia. Careful 
examination by Dr. Thomas revealed no mechanical constric- 
tion, and it was suggested that the probable cause was atonic 
spasmodic eontra<-tion of the os uteri, resulting from reflex 
irritability. This condition of aflairs had beeu almost con- 
stant for four years, notwithstanding varied methods of 
treatment, and the projniety of incising the cervix had been 
seriously considered. 

I will briedy describe the method of treatment substan- 
tially followed out, and then refer to the results. 

I alternated the use of the faradic and galvanic currents, 
administering four applications a week. External treatment 
was alone employed, because of the disinclination of the pa- 
tient to submit to intiTiKil :ip|iliciitions. The fiiradic current 
was used hy thu invihiid i^{ i;fiirfiil I'aradization — each seance 
being ended bv u puri'lv loial application. 

In using the galvanii' vyrnvnt. ibu tlrst half of a seance of 
eight minutes wa^^ devoted t<] galvaiiizatinn of the whole 
length of the npiiie by the laliile incltiud, liir ojieration being 
concluded liy a local stabile apiilieatiun. lieginning at 
eai^ seance, with a current from ten ordinary zinc-carbon 
elements, the number was gradually increased to twenty- 
fbUr, and then as gradually decreased. Treatment was be- 
gun on Mm/ '2S, ia78. On June .3d, the menses appeared, 
and although by no means paiidesa, fur less distress was ex- 
perienced than usual. The courses ceasing, treatment was 
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continued up to June 29. Their second appearance was at- 
tended by absolutely no pain worthy of mention. 

The patient now left the city for the season, and in due 
course the menses appeared for the third time since the be- 
ginning of treatment, and unattended with any sense of dis- 
comfort. Attending their fourth appearance, however, there 
was very decided pain, and on Sept, 11th, on her return from 
the country, the electricity was resumed. After a few appli- 
cations of the galvanic current, pains, supposed to be pre- 
monitory of menstruation, were felt, and so increased, that 
Dr. Metcalfe was called in, and found that the patient was 
suffering from a miscarriage. 

Having recovered from this mishap, electricity was again 
attempted, and has been followed by a gradual improvement 
to the present time of writing. Since the expulsion of the 
embryo, there has been more or less discharge of membrane 
at each period. This has somewhat complicated the case, 
and although it is still under observation, a complete recov- 
ery seems assured. 

Connected with this case, two important and interesting 
questions arise : 

Ist. Was the electrical treatment in any way eflScacious in 
rendenng conception possible ? When it is considered that 
in five years' pregnancy had not occurred, while conception 
took place soon alter the galvanic treatment, which had been 
so effective in relieving the pain and its probable causation, 
viz., spasmodic contraction of the os uteri, it is not diflScult to 
believe that its agency was very great. 

The second question relates to the possibility of this mis- 
carriage being in any way due to the treatment. In the first 
place, it is well known to every electro-therapeutist (although 
the contrary opinion is quite prevalent) that it is exceedingly 
difficult, and, as a rule, impossible, to cause an abortion by any 
ordinary external application of electricity — external or inter- 
nal. In this statement, intra-uterine applications are, of course, 
not included, nor those susceptible cases with a tendency to 
abort upon the reception of any strong or sudden impression 
of mind or body. I have treated women in all stages ox 
pregnancy for various nervous difficulties, and have never 
j'et seen harm result. To produce any mechanical or reflex 
effects sufficient to detach the foetal connection, necessitates 
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degree of current strength not ordinarily required iu tbei^ 
apeutics. Again, the severe illness of a near relative had 
taxed our patient to an extent suffieient in itself to account 
for a result that would have been £;ladly avoided. 

nenonhagla, — The causes of rnenoiThagia are so diverse, 
that it is manifestly impossible to intelligently prognosticate 
its behavior under any method of treatment, without some 
knowledge of its origin. Now it is well recognized, that 
whenever we have a ease of this kind, it either depends on 
some cause seated in tbe constitution generally, or on some lo- 
cal sexual disorder. An excessive flow at tbe menstrual pe- 
riod may be associated with granular degeneration of the 
kidney. "We find in this condition, an altered state of the 
blood; it becomes attenuated, and readily escapes from the 
engorged vessels. Under these circumstances, there can, of 
course, be no indication for the use of electricity. 

When, however, an exccBsive flow occurs (as it does, not 
infrequently, and especially towards the decline of sexual ac- 
tivity), in consequence of inactivity of the liver, and consti- 
pation, associated with a degree of nervous exhaustion, the 
indications are self-evident, and are often excellently met by 
the powerful constitutional tonic effects of general faradiza- 
tion. From such local causes of menorrhagia, as misplace- 
ments, intra-uterine morbid growths, and certain aflcctions 
of the ovaries, electrical applications are ordinarily of doubt- 
ful efficacy. 

The following case is of interest, on account both of the 
persistency and severity of its symptfims, and its uninter- 
rupted progress toward complete recovery under the treat- 
ment adopted. Powerfully illustrative as it is of the efficiency 
of electrical treatment in certain hfemorrhages, it would not 
commend itself so favorably, to my own mind, at least, if it 
were unsupported by more extended clinical observation, and 
■without the rationale of the eflects of the method was sus- 
ceptible of exjilanation. I have seen, not only uterine, but 
other forms of hromorrbage — especially from the rectum — 
modified aiid checked by this form of treatment, in quite a 
number of instances. 

^B SY. — Mrs, B. , aged 46, consulted me in consequence 
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of severe haemorrhage to which she was periodically suhjected.. 
Five years prior, she observed some slight increase in the 
menstrual flow. It became increasingly abundant, until, in 
the course of a year, the loss of blood at each menstrual 
epoch was frightful. For the first day or two only, was the 
flow^ thus alarmingly copious, but its immediate effects were 
to render her completely colorless and almost pulseless. The 
flow would now rapidly become less, but for two or three 
wrecks there w^as a very slight although constant discharge of 
bright arterial blood. The courses did not appear with nor- 
mal reo^ularitv, an interval of six weeks to two months ordina- 
rily occurring. It is quite evident that if menstruation had 
occurred every four weeks, the patient could hardly have sur- 
vived for so long a time her repeated depletions; and, as it was, 
she was just enabled, by the aid of a good appetite and vigor- 
ous digestion, to regain a measure of strength and color before 
the recurrence of her trouble. I began treatment in the de- 
cline of one of these hivmorrhages; and for the relief of the per 
sistent insomnia resulting from her anaemic condition, and the 
pain in her legs, general faradization was administered on 
alternate days. It aided very greatly in inducing sleep and 
relieving pain, and markedly hastened returning strength. 

Shortly after these tentiitive applications were begun, I 
met at the house of the patient, Dr. W. G. Ailing, of Xew 
Haven, Conn., under whose care she had been a short tint^e 
before, and from whom she had received continued and judi- 
cious treatment, both constitutional and local, but without 
decided relief. Dr. Allinij's examinations had found the 
uterus to be three and one-half inches in depth and slightly 
retroverted. When the probe was carried into the cavity at 
the fii*st examination, slight hiemorrhage followed its with- 
drawal, and a small funijoid mass came awav. Further ex- 
amination revealed considerable funsfoid deoreneration of the 
mucous membrane. I proposed alternating the general 
treatment with intra-vaginal and mild intra-uterine applica- 
tions. This method of procedure was repeated up to the 
day of menstruation — the patient, in the meanwhile, Laving 
regained, with far more than ordinary rapidity, her color and 
strength. The flow was considenibly more profuse than nor- 
mal, but v*ould not be compared in severity with those that 
had jireviously occurred. In ten days, the flow ceased, and 
treatment was continued until the ivturn of the catamenia, 
when a still greater improvement was evident. For three 
months, this treatment was ke[>t up, when the patient left the 
citv for the summer, with the feelinij that her recoverv was 
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an assured, if not an accomplished fact Four jears have 
since elapsed, but there has never been a recurrence of these 
haemorrhages; and, moreover, the patient has been ever 
since, and is still, in the enjoyment of robust health. 

Paralysis. — In hemiplegia, due to brain lesion, two periods 
relating to electrical treatment have been designated. 1st, A 
week or two after the attack ; 2d, A month or six weeks 
from the seizure. In tlie first period, a mild galv^anic cur- 
rent is applied through the head as nearly as possible to the 
seat of the effusion, and allowed to pass two or three min- 
utes — extreme care being, of course, exercised in increasing 
and decreasing the current strength without interruption. 
By tlius acting slightly on the cerebral circulation, it is 
claimed that the absorption of the clot will be hastened. In 
an experience founded upon more than one hundred cases of 
hemiplegia, I am pretty well convinced that nature is not ma- 
terialh' assisted in her eftbrts to absorb a brain clot by any 
direct method of treatment. Considering the extraordinarv 
power of the galvanic current to promote absorption, as 
shown in numberless cases of electrolysis of tumors, it doeii, 
indeed, seem plausible, that here also similar eftects might 
result. The extreme caution, however, tliat should be ob- 
served in galvanizing tlie brain, because of the danger 
of too decidedly disturbing the cerebral circulation (the 
supposed factor influencing the absorptive proci'ss), necessi- 
tiites a current so mild as to be practically useless for this 
purpose. In the tew cases where undoubted and marked 
results followed galvanization of the brain, I should be in- 
clined to ascribe the paralysis to some cause other than etfu- 
sion, due perhaps to stasis in the vessels, suUicient to produce 
decided pressure. I believe, however, that much good nuiy 
be accomplished in many cases of hemiplegia due to effu- 
sion, bj' general faradization, supplemented (according to the 
indi(.*ations aftc)rded by the condition of electro-muscular 
contractility) by systematic galvanization or fanidization of 
the paralyzed members. Tliese methods of procedure be- 
long to the second period, and may often be ke[)t up with 
advantafice for several months. 

Infantile Paralysis. — The use of electricity in infantile pa- 
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jalysia is iiidisiien sable, and the results that follow are oftew 
most gratifying, ami even brilliant. Id offering any progno- 
sis, we must be most careful to distinguish between the so- 
called essential paraJysia of childhood, with which organic 
changes are invariably associated, and a much less serious 
disorder, mostly peripheral, and doe to reflex influences. In 
our progaosis, we dejrcnd very much on the degree of mus- 
cular reaction to the current. 

If the farad o-mnscalar contractility ifl entirely abolished, 
while yet there remains distinct galvauo-mnscular contrac- 
tions, we have good grounds for believing that much may he 
sceomplished by persistent treatment. 

If the gal va no-muscular contractility is also lost, the case 
is generally hopeless; for with the absence of this reaction, 
we expect to find muscular atrophy and degeneration. 

In the treatment of intantile paralysis, we are guided in 
our selection of the proper current by the phenomena of 
muscular contractility. If the muscles respond with consid- 
erable readincBB to the faradic current, I begin its use imme- 
diately, and seldom finil it necessary to resort to galvanism. 
If the faradic current induces but very slight contractions, I 
alternate its use with mild galvanic currents. If there is no 
response to faradisni, the galvanic current is called for, and 
Bhould be ased until there is some indication of farado-mue- 
cular contractility, when the faradic current should he grad- 
nally eubHtituted, These very general rulps must not be re- 
Hed upon as ahgolute guides, but they are about as explicit as 
can be given here, and will he found most valuable aids in 
practice. 

Peripheral Paralysis, — Of tJie many forms of peripheral 
paralysis, facial is one of the most common and important, 
and in passing we will allude to it as an example of this va- 
riety. The diagnosis is made nasy, not only because in pa- 
ralysis of the seventh pair of central origin, the eye can be 
closed, while if the cause is peripheral, the orbicularis palpe- 
hraram muscle is paralyzed, preventing complete closure of 
the lids; but from the further fact that when the cause is 
central, the electro-muscular contractility is unimpaired, while 
if the cause is peripheral, the muscles refuse to respond to 
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the &ra(lic current — although galvaao-eoutractihty may be 
normal, or even increased. The progni^sis of facial paraly- 
sie ia, in general, excee<]ingly favorable, the differential indi- 
■catione for the use of the currents being much the same as 
in caees of infantile paralysis, 

AoEBstheBia. — Aneesthcaia, although merely a symptom — aa 
varied in its manifestJitiona as there are nerve ramifications, 
and grave or trivial, according to its eaiiae — is, in its progno- 
sis (waiving, for the moment, all questions of causation or 
pathology), usually very favorable. Even tlie numbness that 
is 80 often asaociated with paralysis of motion, is IrequeDtly 
very rauch alleviated by the electric brush, although tlje pa- 
ralysis itself may not be at all auseeptible of improvement, 
excepting so far as the dissipation of the numbuoaa may 
afford relief, 

Rbeantatlsili. — At one time during the earlier history of 
faradization, few diseases were supposed to yield more readily 
to electricity than rheumatism. Much of the reliance that 
was placed upon it, was due, in part at least, to a strong ten- 
dency to speedy recovery in many acute and sub-acute cases 
of the articular variety of this diseaae. While an increased 
experience has very ranch modified my enthusiasm in regard 
to the efficacy of electricity in these caees, thtro can be no 
doubt that it ia often of niucli service. In the acute and 
sub-acute forms, it is useful in relieving pain and reducing 
temperature; while in muscular rheumatism, it ia often es- 
pecially efli'ctivo ; and yet cases are constantly met with of 
this last variety upon which the treatment makes so little 
impression as to seem almost valueless. 

In order to get from electricity the best results, it will not 
do to rely on simple local applications. Rheumatism is of 
that olaaa of constitutional diseases having special local man- 
ifestations, and therefore demands constitutional aa well as 
local treatment. If this truth is borne in mind, far better 
results will reward our efforts, than if reliance ia placed on 
applications simply to the part affected. 

niscellaneons Diseases. — In addition to the above, there 
are various other diseases and isolated symptoms where elec- 
tricity is known to be of more or less value. "Without at- 
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tempting in detail to consider them in tlieir electro-therapeu- 
tical relations, tlie following enumeration is given as a very 
general guide: 

Paralysis Agitans, — In the treatment of this disease, the 
galvanic current is mainly indicated by the methods of cen- 
tral and spinal galvanization. Although a complete cure is 
rarely and perhai)6 never ettected, excepting in those cases 
unassociated witli serious oriranic lesion, vet the relief 
afforded is often very great after a combination of central 
and peripheral treatment. 1 have not infrequently seen vio- 
lent tremors abated, and even completely arrested for several 
hours. 

Progressive Locomolor Ataxy, — Tlje profH)rtion of cures of 
spinal sclerosis, under any method of treatment, is so very 
small, that when such an apparent result is recorded, it is 
quite natural to <loubt the correctncj>s of the <liagnosis ; yet 
I am well a^r^ured tliat cases have occasionally recovered, the 
symptoms of which jMnnted \K.'r\ positively in the direction 
of this disease. At all events, there is little doubt but what 
a lar^e prf>jK>rtion of cases are benefited in some one or more 
of their symptonis. Klectrical treatment almost invariably 
relieves the ass«x-iated neuralgic })ains and spasmodic con- 
tractions. The anaesthesia of the feet and letrs which in- 
creases tlie incoordination of movement, mav ircnerallv be 
verv much decreased. Tlie result of this is seen in increased 
steadiness of hx-omotio!i. Galvanization of the spine with 
strong ascending currents, should be used, supplemented by 
faradization of the hiiibs. If the anaesthesia is profound, it 
mav be treated with irood effect b\ means of the metallic 
brush. 

Progressive Muscular Atrophy. — The prognosis of this dis- 
ease is not altogether hopeless, although few absolute recov- 
eries can be expected. In cases where there are annoying 
spasmodic contractions, the galvanic current is generally effec- 
tive in lessening the irritabilitv ; while bv the additional use 
of faradization, nutrition not infre(iuently becomes so much 
improved, as to show appreciable increase in the size of the 
affected n i uscl es. 

Writer's Cramp. — Rest is here imperative. If in the earlier 
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stages ttiis 18 taken, ami the proper electrical treatment ad- 
ministered, tlie ajmptoiiia in many caaes j'ield readily enough. 
In the more advanced stages, it is not ditficult to palliate the 
symptoms, but relapses are prone to occur, and a cure is ex- 
ceedingly problematical. Tlie faradic current should acl- 
doni, if over, be used. As a rule, it does little good, and 
may do harm. Spinal and peripheral galvanization are the 
proper methods; but these also must be used with exceeding 
caution, tor it is possible to greatly aggravate every symp* 
torn by applications tliat are too strong and irritating. 

In Lead Pahy, farado- muscular contractility is lost. The 
treatment which is generally benelicial should conai.it in ap- 
plications to the upper portion of the spine of a labile de- 
scending galvanic current. The aftected muscles arc most 
auecessfully treated by mild interrupted galvanic currents, 
although the faradic current is by no means useless. In lead 
colic, the pains may be subdued by galvanization of the cteliac 
plexus. 

Angina Pectoris. — The treatment of angina pectoris by 
electricity is of but doubtful efficacy. The very few appa- 
rently successful results, serve only to show that exceptions 
prove the rule. 

Dilatation of the fi'tomach, due not to organic l^ion, but 
rather to atony, or paralysis of the muscular fibres of the 
stomach, is susueptible of great improvement under the ac- 
tion of electricity. The galvanic current should be first 
used, by placing the positive pole on the point where the en- 
largement is most prominent, and the negative between the 
third and fourth dorsal vertebrro. This should be followed 
by a local application of the faradic current, sufficient in 
strength to produce contractions of the muscular walls of the 
dilated organ. 

In Incontinence <(f Urine in children, it is claimed by some 
that galvanization of the lower part of the spine almost in- 
variably brings about a radical cure. My own experience 
does not accord w.th this statement In conjunction with 
other touic remedies, it is undoubtedly an aid, but uniformly 
successful results can hardly be expected. 

In both Spermatorrhesa and Impotence., electiicity is not only 
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strongly indicated, but is undoubtedly far more efficacious, 
taking the cases as we find them, than any and all other 
methods of treatment. 

Galvanism is said to be beneficial when aj>plied for the re- 
lief of Opacities of the Vitreous Bodt/, and of Occlusion of the 
Pupillar AperturCj the result of iritis. It is claimed, also, that 
in White Atrophy of the Optic Nerve^ consecutive to neuro- 
retinitis, the disease may be arrested by acting on the ence- 
phalic circulation through the cervical ganglia. In these 
conditions, however, I have had no experience. 

Asthenopia. — ^This symptom, depending on an absolute or 
relative deficiency of energy in the muscles of accommoda- 
tion, or of the internal recti, and accompanied by hyperses- 
thesia of the retina and of the ciliary nerves, may be very 
uniformly relieved by the faradic current. I will not say that 
galvanism is never serviceable here, but my experience, at 
least, seem to teach that the instances where faradism is not 
immeasurably superior to galvanism are so exceptional as 
practically to exclude the latter from consideration in the 
treatment of this condition. 




ELECTROLYSIS— GALVANO-GAUTERY. 



Electro-surgery iiiclii(lc3 both electrolysis and galvano* 
cautery. Wido as ia the difference between these two 
methods, they are yet often eoiifouiided, and, therefore, their 
diatinctive features will oe carefully noted. 

1st. ElBCtrolysib.— Few surgical procedureB have excited 
more sanguine expectations, and few, perhaps, have more sig- 
nally failed (in certain directions, at least) to fulfill the briU 
liancy of their promise, than has electrolysis. It has, indeed, 
been wounded in the home of its friends, for, unlike other 
departments of electro-therapeutics, it has not been igno« 
rantly tampered with by the laity, but has been iu the hands 
of the profession alone. It was to be expected that, in the 
first attempts in this direction, there would be much blunder- 
ing, many ill-directed efforts and incorrect conclusions. It 
followed, therefore, that the subject, instead of becoming 
clearer in its relation to surgical diseases, became even more 
grossly misunderstood. 

By some it was believed that it might be made efScacioua 
in invariably dispersing, not only benign, but malignant tu' 
mors; and this high but futile expectation has been excited 
and fostered by unreliable reports of cures. These extrava^ 
gant statements in regard to the cure of malignant growths 
have been made even more improbable, from an evident in- 
sincerity in endeavoring to throw an air of mystery around 
the performance of an operation, calling only for the sama 
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knowledge and care demanded by every important snrgical 
process. In the electrolytic treatment, also, of ovarian tu- 
mors, while there has been much intelligent and conscientious 
effort, there has been, on the other hand, not a little insin- 
cerity and perversion of the truth. In this presentation, I 
desire to fairly survej^ the subject, and to point out what I 
conceive to be its powers and limitations. 

Ijet me first, however, define and describe electrolysis. It 
is derived from TjXefcrooi^^mid Xuco, to disengage, and signifies 
that process by which a compound substance is decomposed 
by electricity. Although decomposition takes place at both 
poles, its products and manifestations widely vary, ac*cording 
to the composition of the electrolyte or substance acted upon, 
and the material of the electrode. The simplest electrolyte 
is water, and under electrolytic action evolves, at the positive 
pole, oxygen, and at the negative, hydrogen. Subjecting a 
solution of iodide of pt^tassium to the galvanic current, tlie 
iodide, with the oxygen, appear at the anode, and the alkali, 
with the hydrogen, at the cathode. . In a solution of common 
salt, chlorine is evolved at the anode, and oxide of sodium at 
the cathode. When it is remembered that in the electroly- 
sis of every compound substance, tlie elements involved are 
definite in quality and quantity, as well as electro-chemical 
equivalents of each other, it can be readily understood, tli t 
electro-surgery ofters as great, if not greater, possibilities of 
exact and uniform results as electro-medicine. 

In order to appreciate to what extent uniform results can 
be expected in electrolytic operations, let us examine the phe- 
nomena that follow the concentrated action of the galvanic 
current on organic compounds. By inserting needles — one 
connected with either pole — into a tumor, it is observed tl^at 
its fluid constituents become decomposed. Oxygen and acids 
appear at the positive, and hydrogen and alkalies (soda, po- 
tassa, etc.) at the negative pole. Following these changes, 
we have absorption, more or less marked, according to the 
character of the tumor with which we have to deal. This 
absorption seems to be the result, both of the disintegrating 
process, the mechanical irritation ot the needles, and the ef- 
fects exerted through the nervous system over nutrition, and 
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many weeks subsequent to treatment. 
In the case of any small tnmor — snch as a wen, mole, wart i 
or nrevna — ilisintegration and atrophy take place immediate- 
ly ; and during the operation, the growth will be seen to 
change in color, shrivel and eontract, and in a few daya will 
entirely disappear. 

The action of electricity on the blood is almost entirely of 
a chemical character, and it is by carefully noting the uniform, 
results that follow its action hero that it becomes possible to 
predict such positive results in the'treatment of erectile tu, 
mors. By immediately eleetrolyaing the blood as it flows 
from a wounded animal, or better still, by inserting the nee- 
dles into an artery or vein, it will be found that a clot — small, 
firm, and closely adherent — has formed at the positive needle, 
while at the negative, the clot is softer and lighter colored, 
with an intimate sidmixture of foam or froth from the bub- 
bles of hyiirogen. 

Erectile Tumors. — It is the certainty with which the blood 
becomes coagi.lated nndei: the above conditions, that enables 
us to cure so effectually by this method those bloody tumors 
upon which, through dread of haemorrhage, the surgeon hesi- 
tates to use the knife. The advantages of electrolysis in the 
treatrfient of this deformity are patent. In addition to the 
absence of any danger from hteinorrhage, the operation, if 
properly performed, will result in little, if any scar; and as 
these deformities appear mostly on the face and exposed parts 
of the body, this fact is of no little consequence. 

It must not, however, be taken for granted, from the seem- 
ing simplicity of the operation, that unmixed good will fol- 
low without the exercise of much care and tact. We must 
do just enough without doing too much. If the current is 
not sufficiently strong, or tlie operation not prolonged so as 
to effectually coagulate the blood throughout the sac, the flow 
may become re-established and necessitate a second, and even 
a third, opei'ation. Then again, if the operation is too pro- 
longed and the current too strong, an ulcerative process may 
be excited — especially in poorly-nourished children- — which 
may cause subsequent trouble. Indeed, in all such cases, I 
Aould, in the light of experience, hesitate to operate until 
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tho general health had been materially improved by nourish- 
ing food and tonic treatment. 

My first successful treatment of an erectile tumor by electro- 
lysis, was in the service of Prof. Frank Hamilton at Bellevue 
Hospital ; and in the many that have undergone treatment at 
my hands since, I can recall but two that were not entirely 
successful. In the case of a child, but a few years old, the 
tumor wjwi located on the head. After the operation, the cir- 
culation became re-established, and because of the excep- 
tional ami unpleasant symptoms that followed the application 
so near the ivtina ami nerve centres, I declined to repeat it. 

The siHHUid tiiiluiv occurred in the person of a babe, a year 
old, who was in an anaMuic and ffenemllv low condition. The 
tumor was over the upjK'r dorsal vertebrae. Under electro- 
lysis, cixigulation nnulily ixvurred ; but during the following 
night, tho child was allowed to lie upon its back, with the 
hanl onlargiMuont of coagulated blood entirely unprotected. 
Kxtonsivo ulceration followed, which was probably a long 
time in healing, i>f the ultimate history of the case, I am 
not infornuHl. 

As a rule, oiu^ eloctn>lytio ojH^nuion is, in these cases, suflS- 
cient : but iHViisioiuiUv where the olot soinns solid and firm, 
and to iHvupy the entire s;ic, evidoni^v of a re-establishment 
ot' the ciivulation Invomes manifest, and noi*^^tates a repe- 
tition of the prvHvss. Siuvv the oxjvrienw, however, attorded 
bv the t'olKnvii^ij ease, it luv< ixvumni to me that in several 
instan^H^, wherx^ a tirst o^vnition so^^uhhI insulfioient, and a 
s\VvMul wiv< ivrtv^rnusU tho first ;vloue might have prv»ved 
otKvtive. 

i^vsK WK — A Kilv, eight months oM, with an er^^tile 
tuvavM^ aK^r»t one iuvh, h\ dianu^tor. and siiu^e\i on th^ right 
%':,cvk, was b:\H\ch: t^^ r,u^ bv IV. Jor muo v\ Smith, of Xew 
W^rk. lu :V,o }^;vsvr,^v v^t Ors. Snr,ih A:ui T, 1. IVrTy, lojw 
v:v«:vO, ;Vx\v:v,:ng :o :h^ tx^'^owiug do:5^r,s: T:.r\v liirv-e-cv^r- 
:u:\\; v.v\\;\s, v,,>;;\i:v>x ;>^ \x^,;^r,r, o:u^u;irtir ot" ;*:: :ncb of 

fl- \ *y\»» «>v W ."*'\'^ •»• k\.*\t"i »*''xt'^i*^.*V\< *'»\\'>*' •".-».■*' \*»^,*» •^♦*T*Cf" 
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with five cells, the numljor was, without interruption, of 
course, quickly raised to ten, and the current allowed to pass 
for ten minutes. Increasing then the number of cells to 
thirteen, five minutes more were consumed iu the operation, 
when the needles were withdrawn, with the escape of but a 
few drops of blood. 

During the passage of the current, the tumor, through the 
expansion of tlie gradually-forming clot, perceptibly en- 
larged, and at the close of the seance was apparently quite 
solid. A few days subsequently, the tumor presented a much 
softer appearance ; the circulation seemed, in one part, to be 
re-established, and the iudications were that a sc^oud effort 
would be necessary. The parents, however, expressed dia- 
satis&ction with the method, and absolutely refused to have 
it repented. Fortunately for the child, the subsequen; result 
was entirely satisfactory. The contents of the sac hardened 
again, absorption slowly followed, and tiie cure was efiectcd 
by the one operation. 

For a long time, I was in doubt as to the best method of 
procodnre in these cases. Whether needles connected with 
hoth poles should he introduced, or whether, as related above, 
only the anode should he used for the purpose of coagula- 
tion. Having tested both methods pretty thoroughly, I am 
satisfied that my best results have been ohtained with the 
needles connected with the positive pole, and the negative 
applied externally. Although we have in this way a greatly 
increased degree of resistance, this can be compensated for 
by augmenting the uumher of cells, while the advantage to 
be derived is that the clot becomes firmer and more consis- 
tent throughout. The hydrogen developed at the negative 
pole unuecL-ssarily puffs up the surface, interferes with the 
firmness of the coagulation, and at the same time there is a 
greater tendency to discoloration and destruction of the skin 
at the points of entrance, even though the needles be thor- 
oughly insulated. 

Whether needles connected with one or with both poles 
are used, the greatest care should he taken to avoid any con- 
tact of the points after their introduction. In the latter case 
(where hoth poles are introduced), complete approximation 
of the needles would prevent any electrolytic effect whatever 
upon the surrounding blood ; in the former (where needles 



connected with one pole only are used), contact would hot, 
of course, interrupt electrolytic action, but its efficiency 
would undoubtedly be interfered with. "When we confiider 
the small size of the majority of these tumors, and the num- 
ber of needles that arc to be thrust in, the neceeeity of cau- 
tion can be readily appreciated. 

Cystic Tamots. — After erectile, small cystic tumors are, 
perhaps, most succcesfully treated by electrolysis. 

Case XVn. — In the csise of a lad, aged 18 years, who had 
a eyat as large as an English walnut just above the nose, be- 
tween the eyebrows, tbe fluid had been evacuated seven times, 
but had on each occasion returned, I saw the case with the 
late Prof. A B. Crosby, and introduced a partially insulated 
needle, sharply curved at its point Connecting this with 
the negative pole (which, for the treatment of cysts, is to be 
preferred to the positive), I slowly swept its convex surface 
along the secreting surface of the sac, at the same time 
pricking it gently witti tbe point of the needle wherever pos- 
sible. On withdrawing t!ie needle, after a seance of ten- 
minutes, tbe enlargement flattened and soon permanently 
disappeared. 

In certain of these eases, instead of the above result, the 
cyst, owing to its fluid contents being susceptible of coagu- 
lation, has been observed to harden until it becomes quite 
firm. In one such case that fell under my own observation, 
the ultimate cure was eflected as in tbe case of erectile tu- 
mors, through the process of absorption. 

Ooltres. — TJiiiler the influence of electrolysis, goitres act 
somewhat capriciously, hut enough has been accomplished 
to prove it to be a valuable method of treatment. It is not 
too much to say that goitres almost invariably decrease 
more or less in size, and not infrequently disappear alto- 
gether. As in cysts, tbe negative pole is to be used, and the 
needles should he thoroughly insulated and thrust in to a con- 
siderable depth. Before doing this, however, it is as well to 
try external applications, for, under this treatment also, we 
generally get a reduction in size, and occasionally absolute 
dispersion. I have seen several cures wrought by this sim- 
ple method. One case, sent to me by Dr. J. Marion Sims, 
in which the growth was of considerable size and standing, 
has been already reported, A second one is as follows: 
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Cabe XVin. — Miss C, aged 21, waa referred to me in 
May, 1876, liy Dr. M. T. Pultz, of Ducliees county, N. Y. 
The enlargement tirat made its appearance several years pre- 
viously, and had gradually enlarged until it was a very appre- 
ciable deformity. Under very mild external applicationa of 
galvanism, continued for one month, the tumor disappeared, 
and has never returned. 

In those cases where external applications are followed by 
a certain reduction in size — be it great or little — and then 
ceases to be elliictive, the introduction of needles seldom fails 
to still further advance the process of resolution. 

Case XIX. — Mrs. H,, aged 42, came from Newark, K. J., 
March, 1877, ibr an opinion, both as to tlie probability of 
benefit from an electrolytic operation upon a large goitre, and 
tbr her general condition. The tumor had been coming for 
many years, and at intervals had been treated by various meth- 
ods — among others, by injections into the substance of the 
growth, which resulted in some diminution in size, but at 
the same time set up an ulcerative process which was a long 
time in healing. Iler general health waa very poor. She 
waa greatly emaciated, sutfered almost constantly from nau- 
sea, and was unable to retain sufficient food for proper nour- 
ishment. The pulse waa irom 85 to 90, and through mental 
or phyaical disturbance would rise 10 to 20 beats. It seemed 
probable that there was disease, or, at least, disturbance of the 
sympathetic, but as there was no protrusion of the eyes, it 
could not bo classed under the head of exophthalmic goitre. 
The goitre was the largest that I hatl ever treated, approxi- 
mating in size an ordinary drinking bowl. 

The patient waa first submitted to external galvanization 
(daily) of the growth and of the aympathetic. In two weeks, 
there was reduction, by actual measurement, of 2J inches. 
At the cud of a montli, no further reduction waa observable, 
but every other symptom had been very decidedly amelio- 
rated. The patient had increased immcnselv in strength and 
considerably in weight. The pulse ranged fi"om 70 to 75, 
and waa not at all susceptible to sudden fluctuations. The 
nausea liad disappeared, and the appetite and digestion ma- 
terially improved. 

The needles were now resorted to. Introducing three — 
connected with the negative pole — at equal distances at the 
base of the tumor, and applying an electrode, covered with 
chamois akin, directly over the central surface of the goitre, 
the circuit was eloaed, and the current from forty Siemcn and 
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Halske'fl cells was allowed to paes for eight nnnntes. At t 
t'lul of a week, after a single repetition of this procees, the 
original nieafiiirement decreased five inches. During the next 
two weeks, the electrolysis was twice repeated — tlie last 
seance heing attempted with the ordinary zinc-earbou ele- 
ment, of which twenty were used. The tumor continued to 
grow smaller until the middle of May, when the enlargement 
was barely perceptible. 

In these eases, the pain resulting from the introduction of 
the needlea, and the chemical action of the euri-ent, is but 
slight; but iu doterence to the wishes of the last patient, she 
was given at each aeance a few whifii of chloroform, stop- 
ping short of unconsciousness. Although aware of every 
step in the process, she experienced no pain, and at the last 
seance bore the operation without an anesthetic, and subse- 
quently remarked that, had she fully appreciated how slight 
was the pain oecasioTiod, she would willingly have submitted 
in the same way to the previous operations. 

When we come to consider the larger and more serious 
forms of morbid growths in their relation toelectro-surfrery, 
it must be confessed that the outlook is not greatly encour- 
aging. In the treatment of fibroids and mahgnaut tumors, 
my experience has been sufficiently extended to enable me to 
npeak with some degree of positiveuess in regard to the pro- 
bable degree of benefit to ho derived from electrolysis. Iii 
tiie electrolytic treatment of ovarian tumors, I have, indeed, 
had but a slight personal experience ; but statistics would 
seem to warrant the conclusion that it is not a method of 
procedure that is likely to supplant ovariotomy. 

Fibroids. — Fi broid tnniore are dense and comparatively dry, 
and do not rapidly shrink and atrophy under eleetrolysis. 
Yet, as in the case of goitres, it must be acknowledged that 
applications to the bodj' of the tumor, may be followed, not 
only by shrinkage, hut by a very great alleviation of the dis- 
tressing symptoms that accompany this disease, especially 
when seated in the uterus. The tendency to disintegration 
and absorption is, of course, much increased, and the danger 
trom peritonitis is but slight; but in regard to the alleviation 
of pain, less is often accomplished by the needles than by ex- 
ternal treatment. In two cases suffering from intra-raural 
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tibroids — one directed tn me hy Dr. T. G. Thomas, find the 
ether bj Dr. James K. Wood — the eifects of treatment with- 
out resortiiis to the needle have been of a very positive char- 
acter. In botli instances, the patients were almost eomplet-e- 
ly relieved of all pain, and regained, in a marked degree, 
tlieir failing strength, and in one ease, wbieh is stdl under 
nbservation, there has been a veiy appreciable decrease in 
tliu size of the tumor. 

Cancer.— In regard tn the electrolytic treatment of malig- 
nant tumors, in which I have had no little experience, it can 
I'e safely said that by the ordinary methods we can expect 
but Httle from it. (^n the theory of the local origin of cancer, 
which has been so ably advocated by some, and especially by 
L>o Morgan,* there is one method which I believe to be ra- 
tional, and worthy of investigation. I refer to that process 
by wliicb, after the extirpatitm of the growth by the ordi- 
nary method (the knife), all the underlying tissue is, by the 
chemical action of the current, completely and thoroughly 
destroyed. 

My method is simply this : Immediately after the removal 
of the growth, I place a small harrow connected with the 
negative, and several platinum needles connected with the posi- 
tive pole, on the open wound. Tliis appliance called a "har- 
row" consists of some twenty points projecting froTn a metal 
plate, an inch and a-half long by an inch in width. These 
points penetrate somewhat into the exposed tissue; hydro- 
gen develops in abundance, the tissues change in color and 
consistency, and rapid and complete destruction follows to a 
considei-able depth. It is necessary to observe some caution 
in the regulation of the strength of the current and the posi- 
tion of the poles; for if the strength is increased above a 
certain point, or the position of the poles is such as to affect 
too directly the pncumogastric, the heart's action becomes 
alarmingly decreased, both in frequency and force. 

I conceive this method to be anperior to tlie ordinary elec- 
trolytic process — 1st, From the fact that, although two dis- 



*Tie Origin of Canctr, considered with reference to the treatmenl of the dis 
ease, by Campbell De Morgan, K. R. S. J. & A, Chnrchill, Publishers, Lon- 
don, 1 871. 
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tinct operations are performed, less time is consumed in the 
operation, and, it is possible, more effectually and to a greater 
depth to destroy the underlying tissue. 2d, Because the ap- 
plication, of the current seems to be stimulating in its effects. 
When applied so as to affect too directly the heart, it is true 
that its action becomes weakened ; but the moment the ten- 
sion of the current is lessened, or the electrodes removed to 
another part, the pulse becomes fuller and stronger. 3d, The 
healing process is rapid and healthy in all its progress. 

Ovarian Tumors. — The electrolytic treatment of ovarian tu- 
jnoTQ has, of late, excited much attention, and I can do no 
better than to give briefly the conclusions arrived at by Dr. 
Paul F. Mund^, in a very creditable resumS"^ of what has 
been attempted and accomplished in this department of elec- 
tro-surgery. 

He linds — Ist, ''That a number of ovarian tumors, report- 
ed on reliable authority, have been completely cured or per- 
manently improved by electrolysis ; out of fifty-one cases, 
twenty-eight or about tifty-five per cent. 

2d, "In a number of these cases, electrolysis w^as followed 
by dangerous (thirteen, or 25.4 per cent.) and even fatal re- 
sults (nine out of these thirteen, or 17.6 per cent, ot the 
whole fifty-one). 

3d, " Further, six cases out of fifty-one received neither 
benefit nor injury from the treatment, and four were only 
temporarily improved ; total ten, or 19.6 per cent. We thus 
have a total of twenty-three cases, or forty-five per cent., in 
which the electrolytic treatment failed to accomplish the ob- 
ject for which it was administered. * * * * 

6th, ''Notwithstanding these undoubted cures, the per- 
centage of successes of oophoro-electrolysis (55 per cent.) 
compares unfavorably with that of ovariotomy (70 to 80 per 
cent. ; Spencer Wells 78 per cent., in 1876 as high as 91 per 
cent). And so also do the deaths by electrolysis (17.6 per 
cent.) nearly equal those following ovariotomy in recent 
years (20 to 30 per cent, to 22 per cent), and far exceeding 
those occurring in the last series of fifty-five cases of Spen- 
cer Wells (five, or 9 per cent)." 

Among the various other surgical diseases for which elec- 



* " The Value of Electrolysis in the Treatment of Ovarian Tumors," by Paul 
F. Mund^, M. D., New York, Gynecological Transactions ^ 1878, 



ELECTRO SrEOERY. 85 

trolyaiB has been reeommeuded and used, I mention only the 
following : 

Aneurigms. — With this disease I have had but little expe- 
rience, and the piiblished reports are mostlyvague and uiieatis- 
tactory. The atutistica available are of but little value, ^iid the 
general average opinion, so far as I have been able to uacer- 
tain, is, that while galvaiio-puucture, ekilfully performed, may 
now and then prove of some Berviee, and has, in rare in- 
stances, been followed by a radical cure, it, as a rule, fails to 
give deeid;^d reliuf. 

Varicose Veins have been treated aiiccessfully by electro- 
puncture — in some cases, the positive pole alone being intro- 
duced, and in others, needles connected with both poles being 
used. 

In the treatment of urethral stricture, there are rational 
grounds for the use of electrolysis, and considerable bus been 
accomplished in this direction; but that it is equally efficient 
with other and older methods may be doubted, and there can 
be no question that, in inexperienced hands especially, it may 
work decided injury. 

The cure of old ulcers can unquestionably be much has- 
tened by electricity in eitlier form, hut the electrolytic effects 
of the galvanic current are much to be preferred. I have 
seen marked changes, tor the better follow a single applica- 
tion, but tills is rare. The BO-ealled body batteries, consist- 
ing of discs of zinc and silver connected by a wire, are fre- 
quently efficient. 

Abscesses. — The taradi^ current has, as I have often denion- 
stratL'd. a remarkable effect in hastening the dcveloimicnt of 
abscesses. Ho far as this relates to acute abscessett, it is, per- 
haps, of minor imiiortauee, since the ordinary method of 
poulticing is sufficient; and yet, even here, when the abscess 
is seated in some inaccessible part, as in cases of tonsilitis, 
electrical applications prove of great service. It is in strn- 
moLiB, or so-called cold abscesses, however, that this method 
19 chiefly to be commended, and for it, I kuow of no substi- 
tute of equal efficient^. Its value is very positively demon- 
strated by the following case:* 
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Case XX. — Mr. R. C, aged about 30, a patient of Dr. S. 
T. Hubbard, was sent to me in November, 1876. I found a 
tumor about the size of an orange, situated on the right side 
of the neck, partially under the body of the sterno-cleido 
mastoideus muscle. In 1869, he had received a severe strain 
while rowing in a college regatta, and soon after, this un- 
sightly enlargement made its appearance. 

He had been under the care of Dr. Sieveking, of London, 
and afterwards of Dr. Piersons, of Orange, N". J., who had 
used the galvanic current (external applications). Supposing 
(with others whom he had consulted) that it was either a solid 
enlargement or an ordinary cyst, I proposed electrolysis ; but 
in view of the fact that the patient thought it had decreased 
a little in size under galvanization as used by Dr. Piersons, 
and desired a continuance of the trial, the introduction of 
the needles was postponed. T alternated galvanic with fara- 
dic applications, and in about two weeks, instead of observing 
a decrease in size, or, as I had expected, no change whatever, 
the growth appeared perceptibly larger. It was evident to 
my mind that pus was forming, and on the following day the 
late Professor A. B. Crosby, who saw the patient with nie, 
introduced a small trocar, which, on w^ithdrawal, showed a 
slight but sufficient trace of pus. I continued the applica- 
tions several weeks longer, the enlargement gradually in- 
creasing and growing more sensitive, until it was pronounced 
quite ready for an operation. On etherizing the patient, 
Prof. Crosby made a free incision, perhaps four inches in 
length, down to the cyst wall, or, as it is technically called, 
the pyogenic membrane. This wall is said to increase in 
density with age, varying from an eighth of a line to an 
eighth of an inch in thickness. In this case, the membrane 
was fully an eighth of an inch thick, exceediiigly vascular, 
and of such a consistence, that the knife could with difficulty 
penetrate it. The discharge of pus was very great, probably 
half a tumblerful or more. The usual after-surgical treat- 
ment was employed, and after the healing of the wound, no 
trace of an enlargement was visible, and to this date the pa- 
tient has had no further trouble. 

The rationale of the effect of the treatment above given, 
is, it seems to me, sufficiently clear. While electricity, in 
passing through living tissue, exerts influences that widely 
vary, all of which may enter more or less as factors in in- 
creasing the activity of the suppurative process, it is probable 
that the mechanical effects of the faradic current is mainly 
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efficacious. It is a current of alternation, of to and fro mo- 
tion, of constant closing and breaking. When it passes 
through the body, even when it prodnces no appreciable mus- 
cular contractions, it acte very muck in the same way as 
gentle pounding, or tapping, or rubbing on the tissues; and 
this gives passive exercise to all tlie deeper-lying as well as 
the superficial tissues. "We may believe that the molecu es 
of the tissues are agitated by the passage of the current, as 
the particles of a bar of iron are moved by the inftuence of 
magnetization, or ae bodies are expanded by heat 

Now, while it is by virtue, iu part, of these phenomena, 
that we obtain tonic and restorative effects in ordinarily vi- 
talized tissue, we can readily understand how, when acting 
on parts where Ihe destructive process has begun, they may 
act as excitants, and very materially accelerate the breaking 
down of tissue, and the consequent formation of pus. 

REMOVAL OF HAIRS BY ELECTROLYSIS. 

At the last meeting of the New York State Medical So- 
ciety, Dr. Geo. II. Fox presented a paper "0» the Perma. 
nejri Removal of Hairs by MectrolyxU." A fine platinum, 
or irido-platinum wire is attaclied to the extremity of the 
negative cord. This is to be inserted into the hair follicle to 
a depth sufficient to reach the hair papilla, and the circuit is 
completrd by the application of a small sponge-tipped posi- 
tive electrode to the surface of the skin in the neighborhood. 
From five to eight cells of an ordinary zinc-carbon battery 
may be employed, and the current allowed to act until a de- 
straction of tissue is indicated by a slight frothing around the 
needle, at the mouth of the follicle. This will necessarily 
occasion a certain amount of pain, but no more than most la- 
dies will joyfully undergo iu the hope of getting rid of their 
eupcrfluous hair. Where the follicles are large, as ou the 
cheek, tlic hairs should be removed before the in'sertion of 
the needle. Where the follicles are smalt, it is better to in- 
sert the needle beside the hair, and, if the papilla is reached 
by the point of the needle, the success of the electrolytic ac- 
tion will be shown by the ease with which the hair can be 
extracted. The operation requires a good light, a sharp eye, 
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and extreme care oti the part of the operator ; and with these, 
according to Dr. Fox, gratifying results may be exptcted. 
Needles with Various Foims of Holders for Electiolysls. — 

(Kidder.) 




AUhongh the holders above illasCrated are occasionally 
very convement, yet, as a rule, I prefer to have the needles 
fastened separately to the electrode by flexible wires. The 
only objection to this method is, that interruptione in tlio 
current are apt to occur during the operation, anlew the 
wires are sufScieirtly flexible and very carctuUy adjusted. It 
will be obeei-ved that iigwrcs 12 UDd 14 have eacli six n(>cdleB. 
Now it ie irapoBsible to thrust ail these at once into any tis- 
sue of ordinary consistency; hence in any case where the 
ncedlcB can be succcBsfally used, grouped in the manner 
above indicated, I have been accu8tome<l to introduce each 
one aeparately, and when tliey are all in position, to fasten 
them to the holder. 

Figure 15 is a double edged epear-shaped knife for electro- 
lysia. I have often used this very successfully in undermin- 
ing and removing bodily, malignant growths, especially those 
of an unusually vascular character. At the fiame time that 
the tumor is removed and the hasraorrhage cheeked, the elec- 
trolytic action causes a very decided destruction of the un- 
derlying tissues. 
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II. GalTano-Oautery. — In the light of Ohm's law, as well 
as in the light of experience, the erroncons notion that large 
eulls have any tnarked advantage over small cells for electro, 
lytic openitions, becomes sufficiently evident. It has been 
seen that for the ettective electro-chemical decomposition of 
any organic componnd, we require qnite a number of cells of 
medium size. If they are very large, we have a bulkj-, un- 
wieldy battery, whioli, by no means yields any adequate 
compensating advantage of increased chemical power. If, on 
the other hand, the cells are very small, although they will, 
for a brief peiiod work to entire satisfaction, their reserve 
power is so small that they yield little steadiness of current; 
this again fluetnat^'s from moment to moment, and owing 
to the polarization of the elements and the deposition of the 
salts in the solution, rapidly weakens. For liie purposes of 
(falvano-caulery, however, large cells, strongly charged, and 
from two to six in number, are required. 

Now, as it has been found by experiment, "that the heat 
developed by the current in any wire is proportioned to the 
resistance of the wire, and as platinum otters a greater resis- 
tance to the passage of the electric current than any other 
metal (except mercury and lead), it alone is used in galvano- 
cautery. Though platinum wire resists the current very 
powerfully, as compared with silver or copper wire, it oftera 
a very small resistance as compared _with water, or the hu- 
man body, or vei-y long wire of any kind. Hence, in the gal- 
vano-caiitery instruments, the extfrnal resistance is .small, be- 
ing not very much greatA?r than the internal resistance of the 
batteries — perhaps not so great. Before a large external re- 
sistance — the human body, or very long coils of wire — the 
surface of elements is used to the best advantage when cut 
up into small ceils. Bi^fbre a small resistance, the surface of 
the elements is used to best advantage when cut up into a 
few large cells; or if the externa! resistance be vei'y slight in. 
deed, a single large cell will answer; for it has been shown 
that, in a short circuit, one cell gives as much quantity of 
electricity as one hundred, or, indeed, any number. 

By galvano-cautery, then, we understand cauterization by 
a resisting wire heated by the galvanic current — the electri- 
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city itself not being applied to the body as in the various forms 
of electrolysis, but only the wire heated by the passage of the 
current. Ho\yever obtained, heat is heat ; and consequently 
the heat obtaiiied by galvanic action has probably no advan- 
tage, as such, over that obtained by thrusting cauterizing 
irons into glowing coals. The great advantage of the galva- 
no-cautery over the actual cauterv lies not onlv in the fact of 
the complete and perfect control that the operator has over 
the first, even in prolonged operations, but that it enables 
one to operate on portions of the body ordinarily inaccessible, 
and by methods impossible with the actual cautery. In those 
conditions for which it is adapted, it possesses various advan- 
tages over the knife, one of the most important of which is 
its well-known power to prevent all or nearly all haemor- 
rhage. Hence, certain operations which would, by the knife, 
be attempted with dread and attended with danger, become, 
by the use of the galvano-cautery, perfectly simple and safe. 
Like electrolysis, it is often followed by a more satisfactory- 
healing than by the knife or ligature, and by a decreased ten- 
dency to pyaemia. 

The purposes for which electro-cautery have been recom- 
mended and employed are numerous, and the indications 
for its use will readily suggest themselves to every surgeon. 
Its best results are, perhaps, obtained in the removal of tu- 
mors situated in parts not accessible to the ordinary methods 
of extirpation, and for the removal of growths that are ex- 
ceedingly vascular, and especially those of a malignant charac- 
t3r. For the various purposes of cauterization, this is, of 
course, a ready and eflfective method. It can be used also w^th 
advantage in certain cases of fistulae; but the treatment of neu- 
ralgia by cauterizing and killing the nerve, and of treating 
] prolapsus uteri by cauterizing with the burners the vaginal 
wall, thus causing inflammation, suppuration and ciccatricial 
contraction, are heroic measures in which I have had and de- 
sire no experience. To properly care for and utilize the 
galvano-cautery, demands not a little experience, together 
with that attention to detail, which is so especially requi- 
site in every department of electro-therapeutics. 

The ordinary galvanic apparatus used in electro-medicine 
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and ioi' electrolysis can be used many times with the same 
fluid; and when its Htrongtli begins to weaken, a little addition 
of new flnid will increase its efficiency. In the gulvano-caH- 
tcry battery, however, not only must tlie aolution be much 
stronger, but for each operation it must be renewed. Previous 
to an operation, the aiiparatus should he thoroughly tested, 
and the platinum wire and knives, and especially the handles, 
carefully examined, in order to detect any incomplete con- 
nection (»■ faulty working of the screws or wheels. Before 
the circuit is closed for the generation of heat, the wire loop 
should be accurately adjusted ; and when encircling mucous 
mcnibrano, should not be strongly contracted until the sub- 
mucous tissue is reached. When passing through superfi- 
cial or cellular tissue, the wire should not be brought to a 
wliito heat. It should be remembered that the amount of 
heat genei'ated may be too great as well as too little, and, 
therefore, the adaptation of curi-cnt strength sho'jld be ac- 
cording to the thickness and length of the wire loop, or size 
of the cautery knife used, and the vascularity or dryness of 
the jtisauo acied upon. If the wire loop be very thin, 
and the quantity of electricity large, there is great danger 
that the wire may break before the clo:.e of the operat.on, 
and cause serious annoyance. If, on the other hand, the 
quantity of electricity be insufficient, the platinum, whether 
wire or knife, will become incompletely heated, fail to cut 
through the tissues thoroughly, and thus increase the dan- 
ger of hsemorrhage. 

Again, when exceedingly vascular parts are to he cut into, 
as, for example, in amputation of the cervix uteri, it is of the 
first importance not to nse too small a wire. Brought to a 
white heat, there is not only a possibility that the wire may 
become fused, but the rapid severanceof the tissues is almost 
sure to be followed by considerable hsemorrhage. By the 
use, however, of the larger sized platinum loop, amputation 
of the cervix and other vascular parts is often accomplished 
without the loss of a drop of blood. In these operations it is 
safe to use the largest wire that the battery at hand will suc- 
cessfully heat. Towards the close of the operation, as the 
loop becomes gradually reduced in size, the elements should, 
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by an assistant, be graiiiially liftoi] from the solution, tbua 
reducing the quantity of electricity generated. 

At every step of an operation, an assistant is needed, whose 
exclusive duty it should be to see to the working of the ap- 
paratus ; to raise or lower the cells and to attend to the pe- 
culiar manipnlation required (whatever it may be), by the 
battery in use, by which the polarization of t!ie elements are 
prevented and the current strength increased. The nmnage- 
nient of the immediate instrument for operation will require 
the sole attention of the operator. Where malignant growths 
are to be removed, the wire loop should encircle the healthy 
tissue as wed, so as thoroughly to extirpate tlie diseased por- 
tions. In eases where tlic nitnatton of the growth is such as 
to render this impossible, the ouiti-n-y knife can, in the latter 
stages of the operation, be nften substituted with great ad- 
vantage for the wire. In all cases, traction of the wire should 
be very gradual, little tbi-cc Ijcing used for fear of breaking it ; 
but at the same time it should be constantly borne in mind 
that if the heated wire is not kept taut and closely pressed 
into the gradually yielding substance of the growtli, tliere is 
danger equally great that the platinum loop, relieved of the 
cooling indueneo of the blood aud moist tissues, may yield 
through fusion, instead of force. 

Apparatus for Galvano-Caulery,— The advance in the con- 
struction of galvano-eautery batteries during the past decade 
lias been very great. Apparatus combining portability with 
power, are readily obtained, and those manu&ctured by Kid- 
L^er and the Galvano-Faradic Manufacturing Company and 
Bl&e instruments of Dawson & Byrne are all of great efficiency. 
The most successful attempt 
is'^pjlf^ to coinliinc a wuitable degree 
VrrfUi^tli, with compactness 
111 lightness, has, perhaps, 
in made by Kidder in the 
ittery represented by Fig. 
Ifi. It is composed of but 
two hard rubber cells, witli elements of zinc and carbon — 
each cell measuring 3J inches in length, 2| inches in width, 
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1 will retain a number 19 platinum wire at a white heat 
for more than a quarter of an hour. The elements are made 
to move on small wheels horizontall3', in their relation to the 
fluid in the cells. This is a great improvement on the old 
method of blowing with an airbiilbfor the purpose of produc- 
ing agitation of the fluid, and consequent increase of current 
strength, and seems to nie to more thoroughly displace the bat- 
tery fluid than any other method. For very prolonged opera- 
tions this little battery is hardly sufficient, and should be re- 
placed by the larger form, couHistinir of tnur c 

Figure 17 represents the 
Pittkrd' galvano-qautery bat- 1 
tery,aiid is not only reasonably I 
compact, but exceedingly ef- I 
flcient. The box contains a 
cellsofvulcaniteandaplatform I 
of hard I'nbbev, to which art 
fastened the zinc and platinum 
plates. On the top of the 
platform are seven conducting 
posts, six connecting screws 
and a handle (used in connec- 
tion with the Ion arm) for 
holding the elements when Fm u 

not in use and by which they are loweitid into, or taken from 
the cells. For t!ie purpose of agitating the fluid and increas- 
ing the cautery power, there are pivots on each side of the pkt- 
forra, by means of which the elements are readily moved with 
a rocking motion. The box enclosing the cells is 9 inches 
long, 6J inches wide and (lu inclicrt liigli. 




, raaiij rjr opi^mling. 



Figure 19 illustrates the manner in which the holder is 
be§t grasped for the purpose of drawing the loop in amputo- 
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tiona. Witli the tlmnib in the siide, as indicated, tlie sweep of 
the hand ia greater than by any otiier motlind. 




The folhjwing cijierfttion by the jraivaim-cautery is a goud 
illustration of its value and efficiency. 

(Ube XXI. — I was requested by Prof. James R. Wood to 
see with him a patient from whoni he had some time before 
removed a cancer of the lip. The man was now suftering 
from a larger growth of a malignant character, situated on 
the right side of the neck, and adiiercnt apparently to the 
liyoid bone. The turaor was so exceedingly vascular that it 
was thought not expedient, by Dr. Wood, to use the 
knife, and he therefore determined to try the galvano-cantery. 
The patient having been etherized by Ur. J. W. Hunt, of 
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Jersey Citj', who had the immediate charge of the case, Dr. 
Wood proceeded to dissect back the skin ; but the substance 
of the tumor was found to be so thoroughly broken down, 
that it was resolved to extirpate thoroughly, without regard 
to its covering. The circumference of the tumor was so 
great, that instead of attempting to encircle the whole at 
once, Dr. Wood pierced it at its base and centre by a sjrooved 
director, and along this I thrust the free end of my platinum 
wire, and as it came out at the opposite side, it was fastened 
in the other half of the operating handle, thus forming a loop 
around one-half the tamor at its base. The circuit was 
now closed, the loop gradually contracted, and the amputa- 
tion of the portion enclosed speedily accomplished. The 
other half of the enlargement was, in the same way, readily 
cut away. Substituting now the cautery knife for the wire, 
as much of the underlying tissue was removed as could be 
with safety attempted, owing to the position of the disease. 
During the operation, only an insignificant amount of blood 
was lost, and but one small artery called for ligation. No 
Tuitoward symptoms followed, and the patient made a good 
recovery. 




A Case of Dysmenorrhoea, due to Spasm of the Os Uteri, 

Tlio following case, which tell under my obaervation too 
late for insertion in its proper place, coufirraa in a very in- 
teresting manner, the suggestion offered in Case No. _XIV, 
and I offer it ae a brief supplementary contribution to the 
series that I have just completed. 

In the case alluded to, the dyamenorrhcea was attributed 
to spasmodic contractions of the os uteri, and the propriety 
of incising the cervix had been seriously considered. 

Case 2X11. — Mrs. D., aged 33, the mother of three chil- 
dren, consulted me December 23, 1878, for excessive dya- 
menorrhcea, from which she had suffered for over five years. 
At the same time, the flow was very much greater than nor- 
mal, resultiuE; in constant anaemia, and an exhausted condi- 
tion, from which she barely recovered before a recurrence of 
the menses. The patient had, for years, been the victim of 
uterine displacement, which she had failed to have perma- 
nently rectified, and to it she attributed her sufferings. 
Upon examination, I found a simple anteflexion, associated 
with a very great degree of tenderness of the vaginal walls, 
and especially of the os itself. So tender were these parts 
during the week preceding menstruation, that very slight in- 
ternal pressure caused intolerable pain. The acute distress 
from which she periodically suffered, usually began about 
36 hours before the appearance of the menses, reaching its 
height as the flow became manifest. From this time, the 
pain gradually decreased in severity, and during the last two 
days of sickness was very slight. 

Having in mind the case to which I have alluded, where 
the dysmenorrhcea was supposed to be due to spasmodic con- 
traction of the cervix, I was led to make a digital examina^ 
tion about twenty-four hours before menstruation, and while 
the patient was suffering pain of the most distressing char- 
acter. On touching the os tiucie with my index finger, and 
sweeping it around on everv side, the constriction and relax- 
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ation of muscular fibres were distinctly apjireciable, being 
evidenced by the alternating hard and soft feel of the uterine 
neck. Hoping that some immediate relief might be afforded, 
I attempted the following treatment : 

Placing the patient on her back, I introduced several 
email sponges, somewhat after the manner suggested to me 
in another case by Dr. T, G. Thomas, The sponges, as fine 
and soft as possible, were carefully packed around the cer- 
vix, pressing up against the body of the uterus, and eora- 
pletely covering the os. Against these was gently, but firm- 
ly, pressed a flat metallic electrode, covered with wet chamois 
Blnn, and this again was connected with the anode. Con- 
nected with the cathode, was an ordinary sponge electrode, 
which was firmly held on the abdomen above the pubee. In- 
tercalating a rheostat, and beginning with the least possible 
current strength, it was gradually increased, until a slight 
pricking sensation was felt under the external electrode. 
The action of the anode, on the contrary, was accompanied 
by no pain, but its effects were evident; for, from the mo- 
ment the circuit was made, the rest from pain, which had be- 
fore been excessive and eonstant, was complete. After au 
application of ten minutes, the current strength was grad- 
ually decreased to its minimum, and discontinued. The re- 
mission of pain continued for ten hours, whfln some distress 
was again experienced, which increased, and on the appear- 
ance of the flow became quite severe. At the cessation of the 
menses, general faradization was alternated with external ap- 

Slieations of the galvanic current to the spinal cord and ab- 
omen. As the next period approached, pain began, as 
usual, about 36 hours before hand, and although much less 
severe, there was not, as before, auythiag like a complete re- 
mission. The amount of blood lost was, liowever, decidedly 

During the second month, the external application of both 
currents was continued, and on each of the three days pre- 
ceding menstruation, internal applications were given, ac- 
cording to the method first attempted. The flow was estab- 
lished and continued throughout without the slightest suspi- 
cion of pain. 

During the past month, the patient has not been subjected 
to any treatment, and at this date (March 24th) she has just 
completed her fourth menstruation since I first saw her. 
Not only has it been entirely painless, but the flow was also 
normal. 

I may add, that in no form of disease have I, for some 



years, been more interested, as it stands related to electro- 
therapeutics, than in djamenorrhoea. It need not be told 
what a Bcoarge it is, and how common, and above all, with 
what persiatcucy it often resists ordinary methods of treat- 
ment. There are, beyond question, thousands of women who 
have aniFered for years in this way, and are yet perfectly cnra- 
ble. If this painful symptom be due solely to mechanical 
causes, there can be little, if any, indication for the use of 
electricity in any form; but where it results from nervous 
distarbancea, which do or do not cause spasmodic muscular 
contractions, this agent, properly employed, has proven it- 
self all powerful to relieve. 

But while mechanical dysmenorrhma does not, as a rule, 
call for electrical treatment, it must not be supposed that, in 
all cases where versions or flexions are aggociated with pain- 
ful menatruation, they stand related as cause and effect, and 
it is for the purpose of emphasizing this truth, as well as to ' 
^ve additional weight to the testimony concerning the rela- 
. tion of spasmodic action of the cervix to dysmenorrho^a, and 

I its relief by electrization, that I have given the above. 



